





























Hoffman Monel Metal Washers have a special appeal 
for the hospital laundry—where durability, slow de- 
preciation and freedom from disruption of service are 





of highest importance. 


EXTRACTORS 


Hoffman extractors offer rapid starting and stopping, 
operate under full loads at high speed with less pow- 


er—provide maximum extraction. 


TUMBLERS 


Hoffman-Vorclone tumblers use the low-temperature 
"Dry-By-Air" principle, pioneered by Vorclone. They 
provide the fastest lowest cost drying consistent with 
highest quality, soft-textured work. 


© The Hoffman organization—through its sales and 
engineering staff—offers a complete laundry equip- 
ment service—experienced laundry engineers to sur- 
vey your present equipment; layout furnished without 
charge. For every laundry requirement—CALL HOFF- 
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New AUTOMATIC 
*CENTRALINEAR 
CONTROL UNIT 


ESIGNED for use with the 


world-famous G-E Model KX-8 


500-milliampere x-ray generating 
unit, the new G-E CENTRALINEAR 
CONTROL incorporates many im- 
portant engineering innovations 
and improvements which simplify 
operation and _ produce results 
which will be of interest to every 


roentgenologist. 


You will want to know all about 
this new precision CENTRALINEAR 
CONTROL —a control so refined 


and so accurate that it insures posi- | 


tive duplication of results over the 
unit’s entire range up to 500 milli- 
amperes. You will want to know 
too about the unusual ease and 
simplicity with which the CENTRA- 
LINEAR CONTROL is operated. 


The best way to get the full story is 
this: See your local Victor X-Ray 
representative. Get the facts from 
him, or if you wish, write, today, 
for complete information. Address 
your request to Department L383. 


VICTOR X-RAY CORPORATION of CANADA, Lta. 


OISTRIBUTORS FOR GENERAL GLECTRIC X-RAY CORPORATION 


TORONTO: 30 Bloor St, W. +» VANCOUVER: Motor Trons. Bidg., 570 Dunsmuir St 
MONTREAL: 600 Medicel Arts Building + WINNIPEG: Medico! Arts Building 


G-E Presents the 








*The G-E CENTRALINEAR CONTROL, in which all 
exposure factors are centralized in a single operating 
panel, automatically provides full selection of milliam r- 
age and kv.p. over a wide range of designated we 
Independent control is provided for any intermediate 


milliamperage value. 














YOU CAN 


Buy Genuine 
Diack Sterilizer 
Controls 


for the same price 


as imitations. 


Box of 100 


$3.59 


5 boxes or more 


$3.40 


per box 








Produced by A. W. Diack, whose sole 
business for more than 30 years, has 
been the manufacture of sterilizer con- 
trols. 
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Or from Other Reputable Dealers 
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inimized Lrauma 






ATRAUMATIC 


SUTURES 


with needles integrally affixed 


— practicability and convenience of 
the traumatic suture, with needle 
swaged to the end of a single strand, has 
been demonstrated by a constant increase 
in usage. Through research and develop- 
ment, D &G has successfully applied the 
Atraumatic principle to a wide variety of 
products for use in general surgery as well 
as in the specialties. 

Over a hundred suture-needle combi- 
nations are now available. Among these 
are groups specially designed for intestinal, 
thyroid, tonsil, eye, harelip, cleft palate, 
plastic, nerve, artery, obstetrical, circum- 


DAVES @ GEER, ENE:, 


BROOKLYN, 


cision, ureteral, renal and dental surgery. 
The needles are of high quality steel, 
tempered against brittleness and resultant 
“snapping”: Patented construction provides 
a sleeve of exceptional strength which will 
not bend or break; the method of afhxing 
the 


All curved 


insures positive anchorage to suture 
material — it cannot pull out. 
needles have a flattened area to prevent 
turning in the needle holder. 

Each special purpose suture has been 
developed in collaboration with recognized 
authorities and represents the consensus of 
professional opinion in its particular neld, 


N.Y., Us S.A 


OBTAINABLE FROM RESPONSIBLE CANADIAN DEALERS 

















The Finest LABORATORY | 


AUTOCLAVES 





Steam 


Gas 


or 





Electric 




















BUILT IN FOUR CONVENIENT SIZES: 


20” x 16”; 24” x 20” | 
28” x 22”; 30” x 25” | 
DOUBLE WALL, SAFE | 
RUGGED, ECONOMICAL | 
| 


Construction is of heavy, cold rolled copper, soldered 
and riveted to spun ends of double thickness. Rivets 
are one and a half inches apart, which with the 
unusually heavy ends provide a greater margin of 
safety. Inner wall and split shelf of monel metal. 
Detachable steam generator, equipped with constant | 
water level trap, to eliminate the need of personal | 
attention to water level in the generator. Drum is 
polished and lacquered and, together with the gen- 
erator is mounted on substantial tubular iron sup- 
ports. Upper part of the supports permanently 
attached to the drum. Legs have ball feet for use 
with metal floor caps. 


The steam generator is of heavy welded copper with | 
outer dark blue porcelain enamelled steel casing. | 
Gage glass, valve and fittings are all outside the | 
casing, and in gas-heated models a mica window is 
provided for observation of gas flame. 


PLEASE WRITE FOR PRICES AND 
BULLETIN NO. 16. 


GENTRAL SCIENTIFIC: COMPANY, OF CANADA LIMITED 
SCIENTIFIC CNG LABORATORY 
INSTRUMENTS APPARATUS 

129 ADELAIDE ST. W. TORONTO 2 ONTARIO 


PACIIC COAST OFFICE: 630 WEST HASTINGS STREET, VANCOUVER, 6.C 
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THEIR DUAL FUNCTION 


cuts hospital instrument costs... 
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BARD-PARKER 
Surgical Knife Handles 


... afford greater surgical latitude 
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DISTAL ENDS... 
redesigned for use in 
Blunt Dissection 


Widely preferred B-P Knives now serve a dual surgical purpose. 
Aside from their acknowledged superiority as cutting instru- 
ments, the distal ends of the Handles are now scientifically 
tapered and beveled to a Gothic Arch pattern to accommo- 
date equal pressure in blunt dissection. 


By a deft movement of the fingers, the surgeon has at his im- 
mediate command the equivalent of two vital instruments which 
may be used alternately with greater speed and without the 
distraction and time-consuming inconvenience of having to ex- 
change instruments continuously. 


ELONGATED HANDLES... 
are now available for Deep Surgery 


These new, practical Handles are 8%” in overall length, ex- 
clusive of detachable Rib-Back Blade. They are designated as 
Handles Nos. 3L and 4L, and take the same style blades as 
do the corresponding standard size B-P Handles Nos. 3 and 4, 








Ask your dealer. 
BARD-PARKER COMPANY, INC. 


DANBURY, CONNECTICUT 
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Executive Officers of 
Canadian Hospital Associations 


and other Organizations Devoted to Specialized 
Departments in the Hospital 
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Maritime Conference of the Catholic Hospital Association 


President, Rev. Sister Paul of the Cross, Glace Bay, Nova 
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President, J. H. Roy, Esq., Montreal, Que. 
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President, S. R. D. Hewitt, M.D., Saint John. 
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Saskatchewan Hospital Association 
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Sterilizing Technique? | 





Asove—Simplicity marks all Castle 

Recessed Installations . . . only 4 wall 

openings. All valves and filters within 
easy reach. 





Doss expediency or convenience encourage “‘short- 
cuts” contrary to good sterilizing practice? ipo eter ton <a cscratlletnon 
[Pag 








Are your Sterilizers equipped and adequate for the S280 
exacting requirements of safe sterilization? Ps 


| 270 | 
Castle Sterilizers, designed for utmost convenience \ A MINIMUM STANDARD 
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of operation and installation, have constantly recog- F259 wy 
nized the principles laid down by every modern & y 
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10 20 30 40 50 60 70 80 
Importance of Temperature, rather than TIME — MINUTES 


pressure, as the medium of sterilization. Fic. 1. Based on actual steam penetration, raising th 
temperature markedly decreases the exposure required. 

Adequate Volume of Steam, as well as pres- —, 

sure, to permit prompt heating and penetration. 


SECTION THROUGH AUTOCLAVE 





Safe, quick and reliable means of measuring tem- 
perature—necessity of accurate timing of con- 
tinuous maintenance of such temperature. 


In every sterilizing problem, Castle Sterilizers permit no 
compromise in promoting speed, accuracy and safety. 





Wilmot Castle Co., 1176 University Ave., Rochester, N.Y. AIR EJECTOR THERMOMETER 
Fig. 2. Steam does not mix with air. They stratify at 
Figure 1 and figure 2 from ‘The Sterilization of Dressings and Dry Goods” different temperatures. Castle autoclaves evacuate all 
—Surgery, Gynecology and Obstetrics—November, 1940, Vol. 71. air for complete safety. 


CASTLE sTERILIZERS 
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Yes! --- it's 
Spring-Air 








Sold in Canada Only by These Leading 


2 ; ; - G ” f Manufacturers 
omfjort THE CANADIAN FEATHER & 


MATTRESS CO., of OTTAWA, LTD. 





RepuceED to a nutshell, 692 Wellington -.. Ottawa 
Spring-Air distinction lies in giving MORE com- PARKHILL REDDING | IMITED, 
fort, and having that comfort last LONGER than Winnipeg 
in any other mattress. Regina, Saskatoon, Edmonton, Calgary 


Having flexibility in all directions, with no knots 
or pockets to restrain the action, and because of 
its exclusive pivot-hinge connections, the Karr 


SLEEPMASTER, LIMITED 
41 Spruce St., Toronto 


spring construction can maintain its original buoy- VANCOUVER BEDDING LIMITED 
ancy longer than any other. It is so guaranteed. 600 West Sixth Avenue, 
Each spiral spring in the Karr unit is 100%, func- Vancouver 











tional; there isn't an inch of "dead" wire in the 
whole construction. Thus there is automatic ad- 
justment to any weight or shape placed upon it; 
the three-year-old child and the three-hundred- 
pound patient enjoy equal comfort. 








WRITE FOR FULL DETAILS 


THE MATTRESS WITH THE GUARANTEED 
KARR SPRING CONSTRUCTION 
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@ Students of nutrition recognize a total of 
some thirteen inorganic elements either as 
essential to humans or, in our present state 
of knowledge, as probably desirable for 
complete nutrition. For certain of these 
elements—definitely proven to be essential 
—reasonable estimates of the daily human 
requirements have been made. In addition, 
the distribution in common foods of min- 
erals, especially those essential minerals 
most apt to be deficient in the diet, is well 
understood. Certainly, enough information 
appears to be at hand to insure an optimal 
supply for the individual of these essential 
or desirable elements through modern diet 
planning. 



















However, for many years it has been 
known that traces of elements, other than 
i+ those known to be essential, may be present 

in animal and plant tissues (1,2). Improve- 
ments in analytical techniques have been 
made and greater precautions observed in 

A the handling of the materials used for 
| analysis in studies reported within recent 
years. The results of these newer investiga- 
tions have only served to confirm the fact 
observed in the older studies, namely, that 
“trace elements” may be present in bio- 
logical materials, including mammalian tis- 
sues, along with the other elements recog- 
nized or accepted as essential in nutrition, 


A fairly complete list of the trace 
elements includes silicon, aluminum, fluo- 
rine, nickel, arsenic, bromine, rubidium, 
barium, and selenium. The persistent 
occurrence of these elements in foods and 
in animal tissues logically raises two 
questions. First, are these elements 
essential in human nutrition, and second, 
assuming them to be essential, how might 
an adequate supply be obtained. 


THE TRACE ELEMENTS IN 
BIOLOGICAL MATERIALS 


For the first of these two questions, there 
is as yet no conclusive answer (1,2). Study 
of the possible part the trace elements may 
play in normal body functions comprises 
one of the frontiers of nutritional research. 
The fact that the trace elements are more or 
less consistently present in animal tissues 
is not necessarily conclusive proof of their 
essential character in nutrition; further 
research alone must decide that point. 


The second of the above questions can be 
answered somewhat indirectly. It is not 
illogical to believe that we already recognize 
as essential those elements whose serious 
deficiency in the diet may produce the most 
serious irregularities in the human organ- 
ism. Further, as stated above, the distribu- 
tion of the known essential minerals in 
foods is well understood and by modern 
diet planning an adequate supply of these 
nutrients should be readily attained. It is 
not meant to imply that all of the trace 
elements are without significance in human 
nutrition, or that one essential nutrient is 
more important than another. Instead, it is 
intended to suggest that the distribution of 
all elements in foods is probably such that a 
protective diet—calculated to supply opti- 
mal amounts of all known essential minerals 
—should also supply the proper amounts of 
any unknown essential elements, as well. 


Thus, the need for following the modern 
pattern of diet formulation is further indi- 
cated. The most practical means of insuring 
the needed quantities of all essential nu- 
trients—recognized or as yet undiscovered 
—is to plan the ration according to the con- 
cepts and teachings of the modern science 
of nutrition. In pursuing the modern diet 
pattern (2), commercially canned foods 
should prove both valuable and convenient. 


AMERICAN CAN COMPANY 
MONTREAL . HAMILTON . TORONTO 
AMERICAN CAN COMPANY, LTD. . VANCOUVER 





1. 1939. Mineral Metabolism, Alfred T. 
Shohl, Reinhold, New York. 
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Dependable paper products .. . 


© TOILET TISSUE 
© PAPER TOWELS 
® TABLE NAPKINS 


GAR “I ivy © TRAY COVERS 
© MOUTH WIPES 


“7 


GARDEN CITY PAPER MILLS CO. LIMITED 


ST. CATHARINES AND MERRITTON, ONTARIO 
Distributors 


VICTORIA PAPER & TWINE CO. LIMITED 
TORONTO ® MONTREAL © HALIFAX 





Your logical source of supply . 


® ALL GARDEN CITY PRODUCTS 


* PARCHMENT & WAXED PAPER 


© WRAPPING PAPERS— TWINES 
VICTORIA 


‘ V © PAPER BAGS—ALL KINDS 
at wir corte 
is © SPUTUM CUP REFILLS—ETC. 


VICTORIA PAPER & TWINE CO. LIMITED 


TORONTO MONTREAL HALIFAX 
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e For over half a century Johnson and Johnson products have 
been used in Canadian hospitals. Many new products and 
improvements which originated in the J & J Laboratories are 


now considered standard hospital equipment. 
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STAYBRITE 


REG? TRADE MARK. 


SUPER STAINLESS STEEL 


Because of its freedom from corrosion and 
the ease with which it can be kept hygienically 
clean, because of the smooth, non-porous 
surface, not easily damaged in service; and 
because of the less fundamentally important 
yet aesthetically satisfying — bright and 


pleasing appearance. 


These are the things that make “‘Staybrite™ 
Stainless Steel the ideal metal for medical 


instruments and equipment. 


Represented in Canada by 


THOS. FIRTH & JOHN BROWN LTD. 


1619 William Street, MONTREAL 
73 Sumach St., TORONTO 





THE IDEAL METAL FOR THE HOSPITAL 


PImtH =VICReRS STAINLESS STEELS LTD SHEFFIELD 
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--- for hospitals that i 
insist on top quality § a 
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HYPRO CELLULOSE 
MOUTH WIPES 


...the best and most economical 


mouth wipe obtainable. 
ECONOMICAL—Enthusiastic approval has greeted "ONE-AT-A-TIME" PACKAGE—Only one double 


the new Hypro Cellulose Mouth Wipe! It's the most sheet can be removed at a time from the convenient, 
practical mouth wipe yet designed. Square in size, 150 sheet carton. A considerable saving is effected 
it's really a miniature handkerchief—the wastage through this feature alone, as wastage is usually in- 
which occurred with the old type, narrow strip mouth curred when two or more sheets are removed at 
wipe, is completely eliminated. a time. 


UNSURPASSED IN QUALITY—This new Hypro Cel- ‘ , 
lulose Mouth Wipe is made from the finest, soft SAMPLES and prices gladly submitted upon re- 
sterilized cellulose obtainable. Its downy texture quest. Write or telephone your nearest Hygiene 


is highly absorbent and prevents irritation. Products’ office. 


Hypro white Tissue Mouth Wipes are still available for those who prefer this type of mouth wipe. 


HYGIENE PRODUCTS LTD. 


TORONTO MONTREAL 
SAINT JOHN HAMILTON WINNIPEG 
Offices: OTTAWA WINDSOR CALGARY 
KINGSTON FT. WILLIAM VANCOUVER 
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® Chart is in attractive green 
and black on white — exact 


size as shown. 
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AMERICAN STERILIZER COMPANY 


ERIE, PENNSYLVANIA ~~ _0}) 


= YY 


SALES OFFICES in New York, Chicago, Philadelphia, Boston, St. Louis, Pittsburgh, Los Angeles, San Francisco, Cincinnati, Atlanta, Rita, Richmond 


AGENCIES in Principal Cities in the United States ¢ Represented in Canada by Messrs. Ingram & Bell, Ltd., Toronto, Montreal, WiNnipeg, Calgary 








“CIBA” SPECIALTIES 


Lutocylin Ampoules 










Agomensin Tablets, Ampoules 







Androstine Tablets, Ampoules Neuro-Trasentin Tablets 
Atoquinol Tablets Nupercainal Ointment 
| B rocyli N ine Tabl Powd | 
en-Ovocylin Ampoules upercaine Tablets, Powder, Ampoules 
Cibalgine Tablets, Ampoules Nuporals 
Coagulen Powder, Ampoules Ovocylin Tablets, Suppositories, Ointment 





Perandren Ampoules, Ointment 

Percorten Ampoules, Rubber-capped bottles 
Peristaltine Tablets, Ampoules 

Phytine Tablets 


Coramine Liquid, Ampoules 


Dial Tablets, Ampoules 






Digifoline Tablets, Ampoules, Liquid 







Di-Ovocylin Ampoules Prokliman Tablets 

Esidrone Ampoules Resyl Tablets, Ampoules 
Ferrophytine Pills Sistomensin Tablets, Ampoules 
Lipoiodine Tablets Trasentin Tablets 






Lipoiodine Diagnostic Vioform Powder 






For hospital prices and literature please apply to: 


CIBA COMPANY LIMITED MONTREAL 


Be assured of both QUALITY AND UNIFORMITY 


SUNFILLED pure concentrated Experts who know citrus fruits best, have the entire 
ORANGE and GRAPEFRUIT JUICES crop yield of Florida from which to select the fruits 


used in processing SUNFILLED Concentrated Juices. 
make possible the more economic On the basis of wholesome juice values, only the 


a ee hoicest fruits are bought at the proper stage of 
rving of healthful juic C 9 prop g 
se go I ” maturity. Unadulterated SUNFILLED Juices thus repre- 


of uniform flavor and con- ’ ; nnthatenh tienen. 
sistency...the year round. : 



























Within a few hours after picking, purchased fruits 
are delivered, inspected, assayed and processed at 
our plant. Fruits of varying sugar-to-acid ratios are 
conveyed to separate bins so that they may be scien- 
tifically blended to produce a degree of uniform 
flavor and consistency that is relatively constant and 
delicious. 

The flavor, body, nutritive values and vitamin C 
conteot of SUNFILLED Orange and Grapefruit Juices, 
in ready-to-serve form, always approximate that of 
freshly expressed juices of average high quality fruit. 
No element or characteristic is lost or modified as a 
result of our exclusive processing method. 








Complimentary quantities 


to institutions on request. 


CITRUS CONCENTRATES, INC., Dunedin, Florida 


Canadian Representatire 
Harold P. Cowan 539 King St. West Toronto, Ontario 
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CELLULOSE 


WIPES 


Packed 150 Sheets in a dispensing box. 
Made of fine quality cleansing tissue. 
This cleansing tissue is soft and absorb- 


ent, and especially adapted for use as 


mouth wipes. 


Every hospital needs such an item for 
convenience and comfort of patients. 
A saving of linen and laundry is impor- 


tant. If you have not already had our 
"wipes" you would find them exceed- 


ingly helpful. 


Packed in cartons of 144 (one gross) 


boxes. 


ALL CANADIAN MADE 


NATIONAL CELLULOSE 


OF CANADA, LIMITED 
1-21 CLOUSTON AVENUE 
TORONTO, CAN. 








SPECIFY 





J 


fine quality products 


for hospital use 





BLANKETS 


OVERTHROWS 
KNEE and CHAIR RUGS 
MANGLE BLANKETING 


for 


FLAT WORK IRONERS 





The Ayers crest is your guarantee of traditional excellence 


Established at Lachute Mills, Quebec, in 1870 
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MULTIFIT 


The New Measure of Economy and Ffficiency 


For Luer SYRINGES 


EVERY MODERN QUALITY FEATURE 
PLUS 


THE MOST IMPORTANT DEVELOPMENT 
SINCE THE FIRST GLASS SYRINGE 







You have 6 


"MULTIFIT* Syringes Wii 


You break any 3 Plungers 


SH omy my 


You break any 3 barrels Lp 


YOU STILL Ha 
— VE 

l PERFECT LE = 
MULTIFITTING» 





SYRINGES 
—— 


REDUCES COST: Interchangeable barrels and pistons on all syringes of same 
capacity. Parts may be purchased separately. 





SAVES TIME: Corresponding numbers are entirely eliminated. All the Mul- 
tifit plungers and barrels of each size can be assembled instantly with no ref- 
erence to numbers. 


QUALITY SYRINGE: Made of heavy tempered, resistance glass which will 
stand repeated sterilization. Back leak reduced by same process which guaran- 
tees complete interchangeability. Permanent “baked-in-scale”’. 


Tue J. F. Hartz Co. Limited 


32-34 Grenville St., 1434 McGill College Ave.., 
TORONTO, ONT. MONTREAL, P.Q. 
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ee 
z A Complete and Dependable Line of Washers 


LAUNDRY MACHINERY | “°° 
and Presses 


SUPPLIES . 


| Made in Canada from Canadian materials by Canadian 
| 
| 


workmen. High Quality 
Our efficiency men are at your disposal if you have a Laundry Supplies 
of all kinds. 


problem in your Laundry. 





~ Je Reaver laundry Machinery Colimited 


MONCTON, N.B. MONTREAL TORONTO OTTAWA 
Western Agents: HARRISONS & CROSFIELD, (CANADA) LTD. 


Winnipeg — Calgary — Edmonton — Vancouver | 























COMPLETE RANGE of MODERN FOOD SERVICE EQUIPMENT 


Dishwashing Machines 





McCLARY 
Urns Mixers 
Urn Stands \ ae 2 NS . ae —— Jacketted Steam Kettles 
Sinks and Roasters 
Ranges Vegetable Peelers 


Cooks’ Tables Baking Ovens 

Serving Tables 

Bakers’ Tables 
Dish Tables 


Steam Cookers 


Butcher Blocks 
Slicing Machines 


Tray Carriers 





Metal Cupboards 





Canopies Write nea rest 
Food Conveyors ep artic lig Utensils 
Broilers Chefs’ Cutlery 


GENERAL STEEL WARES 


Plate Warmers 





LIMITED 


MONTREAL - TORONTO - LONDON - WINNIPEG - CALGARY - VANCOUVER 
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The Way to a Patient’s Heart, too 


HOBART 


Food Machines 


help you attain the high 
\° standards of food quality 
ee that build GOOD WILL 

















@ What impression of hospital care will linger— 
after the patient goes home? Tempting, delicious, 
varied meals attractively served, with sparkling 
clean china, glass and silverware—these go a great 
way toward assuring public good will. Hobart Food 
Machines make it easy to attain the highest stand- 
ards of food quality, variety and sanitization. Defi- 
nite savings—in time, labor, and food material— 
make complete equipment of Hobart Mixers, Dish- 
washers, Food Cutters, Potato Peelers and Slicers 
a practical investment for any hospital’s kitchens. 





HOBART KITCHEN SLICERS regulate 
portion cost. Exact number of attractive slices 
to be obtained from piece is predetermined. 


Me 


THE HOBART MFG. CO., LTD., 119 Church St., Toronto. 


Please supply more information about the following— 
Mixers, Peelers, Dishwashers and Slicers. 


Name 


Dishwasher, Mixer, Food Cutter and 
Potato Peelers are among the Hobart 
Machines in the kitchens of a typical 
large institution. And to the smallest 
diet kitchen, Hobart Machines offer 
equal practical advantages. 


Address - 
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STAN-STEEL 


A COMPLETE LINE 
of 


CANADIAN MADE 
FURNISHINGS 


for Canadian Hospitals 


Manufactured in Canada by 
skilied Canadian workmen using 
Canadian or Empire made pro- 
ducts wherever possible. 


A copy of our catalogue showing 


TAN-OTEEL 


EQuipMENT 


is yours for the asking. 


Our organization to the last man 
is behind our Empire in the 
fight for freedom. 


We are proud of our Country 
and the British Empire. 


Buy War Savings Certificates 


METAL FABRICATORS LIMITED 


WOODSTOCK. ONTARIO 
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The Macmillan Company of Canada ; 
Limited | 
70 BOND STREET, TORONTO I 


TWO | 
CANADIAN MEDICAL TEXTS || | 


Published this Spring 
BOWMAN - EVERYDAY PROCTOLOGY 
$2.00 
By 
Dr. F. B. Bowman, M.B., F.R.C.P. (Canada) As- : 
sociate of the American Proctologic Society. Con- 7 
sultant Hamilton General Hospital. The Mountain 

Sanatorium, Hamilton, Ont. 





HEATON-ARTIFICIAL PNEUMOTHORAX 
$2.50 


By 
Major T. B. Heaton, M.B. Formerly Chest Con- 


sultant, Mountain Sanatorium, Hamilton, Ont.; 
now Commanding Officer, Toronto Military Hos- 


OTHER NEW BOOKS 
IN 1941 


BAILEY - SURGERY OF MODERN WAR- 
FARE Part |. $3.75 


Part II shortly to be released 
The other two parts in preparation 


BRADY & KURTZ - ESSENTIALS OF 
GYNAECOLOGY $3.00 
Publication date April Ist. 


KRAINES - THERAPY OF PSYCHOSES 
AND NEUROSES $6.30 


Just Published 
GOODMAN & GILMAN - PHARMACO- 


LOGICAL BASIS OF THERAPEUTICS y 
$14.00 
Published January 1941 f 
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VANCOUVER 
HOTEL LAUNDRY 


SETS A 


SHINING 
EXAMPLE 


Saves on LABOUR 
Saves on SUPPLIES 
Saves on POWER 
Saves on STEAM 
Saves FLOOR SPACE 


A LAUNDRY that adds lustre to the reputation of 
a great institution is that of the Vancouver Hotel, 
Vancouver, B.C. Laundry work done here must 
be finished in accordance with highest standards. 
“Monel” equipment plays an important part in 
this achievement. 


“Monel” helps to produce better results at lower 


THE INTERNATIONAL NICKEL COMPANY OF CANADA, 


STREET WEST, 
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= “ Monel” equipment in the Vancouver 
Hotel, manufactured by the Canadian 
__ Laundry Machinery Company, Toronto, 
Ontario. 
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cost. In washers, extractors, starch cookers, sorting 
tables, chutes, trucks and other equipment, this 
modern, rust-proof metal is doing a real job. Easy 
to keep clean, it is durable and attractive . . . saves 


on repairs and replacements. 


Send for the completely illustrated and informative 
brochure “For Efficiency in the Laundry.” 


FOR LAUNDRY 
EQUIPMENT 


LIMITED 


TORONTO 


ho 
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“LYSOL” SAVES HOSPITALS MONEY THIS WAY: 


“Lysol” usually goes more than twice as 
far because its phenol coefficient is 5 


Most cresol compounds have a low phenol 
coefficient of 2 or less. A cresol com- 
pound at 80c a gallon may seem cheaper. 
But a gallon of "Lysol" costing $1.25 will 
make 100 gallons of disinfectant solution 
of the proper germicidal strength for gen- 
eral disinfecting purposes ... whereas it 
takes $2.00 worth of cresol compound to 
make an equal quantity of solution (100 
gallons) of comparable strength. Thus 
"Lysol" represents an actual saving of 
almost 40%. 


Disinfectant 





COSTS ONLY $1.25 PER GALLON OF 
CONCENTRATED SOLUTION 


Sold in 5 and 40 gallon containers and sent to you freight 
prepaid to station at any destination in Canada. 


"Lysol'' is not only more economical, it 
is a more efficient disinfectant for scrub- 
bing floors, woodwork, walls, tiling, etc. 
"Lysol'' does not harm rubber gloves, 
sheets, pads, aprons, etc. For boiling in- 
struments, "Lysol" solution helps preserve 
fine cutting edges. It also helps eliminate 
corrosion. 


Start New Economy Today 





Mail This Coupon Right NOW! 


Lysol, Dept. CH4, 9 Davies Ave., Toronto, Ont. 


I wish to start right away the EXTRA saving 
provided by the new low price of LYSOL. Please 
send me, freight prepaid 

(0 5 gallon container(s) of Lysol at $1.25 per gal. 


0 40 gallon container(s) of Lysol at $1.25 per gal. 


Hospital ............. 
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ACCOUNTS ARE PAYABLE WHEN BILLED 


ROSELAWN HOSPITAL 


CARL A. JONAS 





Viecss. 137 EAST ONTARIO ST. 


THANK YOU 
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CASH REGISTER SYSTEM 


(CLASS 6000) 


With the new NO. 5 PRINTER 


Here in this simple, economically priced National Receipting and Accounting 
Machine, is the foundation for an altogether new and improved system of 
hospital accounting. Designed for every size of hospital ... it will be found 
particularly adaptable to the requirements of the smaller hospitals, because it 
combines in one compact unit all the advantages of a modern cash register 
with the added benefits of a multiple-total analysis machine. 

Let us tell you about the many outstanding advantages of this new National 
System ... about the Separate Totals that simplify the making of bank 
deposits and balancing daily receipts; about the Locked-in Audit Strip 
which furnishes a journal record of each transaction in the order of its oc- 
currence; about the List Key which assures mechanically accurate addition 
of all amounts when several bills are paid at one time; and many other 
features, the use of which will quickly pay for this National System out 
of the money saved, Send the coupon NOW. 


The National Cash Register Company of Canada Limited 
Lansdowne and Dundas, Toronto, Ontario 


( Have your representative call. 
(0 Send me complete information about the National Cash Register System 


(class 6000) with the new No. 5 Printer. 


Name 
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MISC. CHARGE 
SPEC. ORUGS 
ORESSINGS 
NURSE BOARD 
PRIV. ROOM 


SMidltonal Cash Reyislor 





26-008 $0,053.50%A 


53.50 
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Misc. Charges 
No Sale 

List 


sesssass 


+] 
Ss 
a 





This National Receipting and Accounting Ma- 
chine can have as many as 15 totals, enabling 
each amount to be classified at the time a pay- 
ment is recorded, thus eliminating the need for 
auditing stubs to get classified totals of revenue. 
With the new No. 5 Printer, the Hospital can 
secure all necessary information and control de- 
sired without redesigning forms or replacing 


present filing equipment. 
OF CANADA LIMITED 


Head Office and Factory: TORONTO 
Sales Offices in all Principal Cities 


Cash Registers «+ Typewriting-Bookkeeping Machines + Analysis 
Machines + Bank-Bookkeeping Machines 
Signing Machines + Postage Meter Machines * Correct Posture Chairs 


Check-Writing and 





Now—an entirely new adhesive 


Formula 87 Adhesive a product of years of 
patient research. Formula 87 has four prin- 
cipal characteristic, 
. Reduces irritation due to contact der- 
matitis 
. Reduces "creep." 
. Resists deterioration due to ageing 
. Has pure white adhesive mass (evidence 
of the purity of the ingredients used in 
its manufacture). 


Formula 87 Adhesive is another contribution to im- 
proved Hospita! technique now offered by Bauer & 
Black Limited who have pioneered the field of 


utity Ready-Made Hospital dressings. 


PRESSING S « CUTUR ES + ORTAO PEDIC P22 oO DUCTS 


TB 
] 


ae 


d tition EES 


WEY. UER & BLACK LIMITED | 
ckistes (TORONTO) : ONTARIO 








30 








ie 
4 
4 
& 








Harvey Agnew, M.D., 
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Care of the Psychiatric Patient 


in General Hospitals 


alized than hitherto that our gen- 
eral hospitals can hardly call 
themselves “general,” unless they are 
prepared to treat their patients in 
every aspect of their illness. Instead 
of being regarded merely as a special- 


[: HAS become more widely re- 


ty, psychiatry is now being looked . 


upon as a fundamental of general 
medical practice, assuming a place 
alongside of anatomy, physiology, 
pathology and therapy and represent- 
ing a major clinical division of medi- 
cine. 

With the hope of calling attention 
to the desirability of making provi- 
sion in general hospitals for the con- 
sideration and treatment of the psy- 
chiatric aspects of general diseases, 
the Council on Professional Practice 
of the American Hospital Association 
has published a valuable booklet of 
some seventy-nine pages on “The 
care of the psychiatric patient in gen- 
eral hospitals.” This has been pre- 
pared by Dr. Franklin G. Ebaugh, 
internationally known _ psychiatrist 
and professor of psychiatry at the 
Colorado School of Medicine in 
Denver. 

At the moment there is so much in- 
terest and intensive study given to 
organic disease in our general hospi- 
tals that the complete picture of ill- 
ness is seldom given adequate con- 
sideration. Even in our best hospitals 
it is usually no one’s business to give 
time or thought to the many psycho- 
genic and personality aspects of ill- 
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ness, with the result that these go un- 
discovered. 


Psychiatric Care Essential 


There has been a tremendous in- 
crease in chronic psychiatric condi- 
tions. Reliable estimates indicate 
that 35% to 65% of the problems pre- 
senting themselves to the average gen- 
eral practitioner require psychiatric 
and personality understanding. Bill- 
ings has found that one out of every 
thirteen admissions to the medical 
wards of the general hospital will pre- 
sent personality disorders explana- 
tory of the patients’ disabilities. 
Heldt has found that “from 12 to 
20% of all patients admitted to a 
general hospital will be found to pre- 
sent conditions and problems that 
are primarily neuro-psychiatric, re- 
gardless of the patient’s complaint or 
diagnostic impression on first con- 
tact.” He adds that if we consider 
cases showing secondary and minor 
disturbances the percentage rises to 
30% and even higher. 

In urging that more hospitals set 
up psychiatric wards or annexes, it is 
pointed out that with the average oc- 
cupancy running between 60 and 70 
per cent, many hospitals have accom- 
modation that could be utilized for 
this purpose and that such provision 
could be made with a minimum of 
expense. 

It is pointed out, too, that the gen- 
eral level of medical care has been 


raised in most of the hospitals offering 
psychiatric facilities. The entire per- 
sonnel becomes more aware of psy- 
chiatric implications, thus obviating 
unnecessary surgery and prolonged 
and expensive periods of observation. 
The educational value to all con- 
cerned is emphasized. Nursing edu- 
cation is incomplete unless the men- 
tal and emotional aspects of illness 
are given due consideration. Many 
failures in nursing are due to ignor- 
ance in caring for the mental and 
emotional disturbance of our pa- 
tients. 

Dr. George H. Stevenson of Lon- 
don, Ontario, in reporting the results 
of a survey on psychiatric nursing of 
the American Psychiatric Association, 
revealed that in 1937, 288 general hos- 
pital training schools in the United 
States and Canada were providing 
actual experience in this field, either 
by affiliation or by nursing on their 
own psychiatric ward or division. 
This, however, is but a small propor- 
tion of the total number of schools 
for nursing. 

Medical students before gradua- 
tion should not only have studied 
psychiatry as such, but should have 
taken a course in the psychiatric as- 
pects of general hospital practice 
The education of the intern, too, is 
not complete without some training 
in this regard and yet a great many of 
the hospitals approved for internship 
have no psychiatric facilities. 





Factor of Cost 

Many hospitals have been deterred 
in setting up a psychiatric wing be- 
cause of the fear of cost. This should 
be considered seriously, but Dr. 
Ebaugh quotes the experience of 
others to indicate that this depart- 
ment can be made a self supporting 
unit. It is presumed, of course, that 
a fair number of private and semi- 
private rooms would be included in 
the unit. Other savings effected will 
be through the omission of unneces- 
sary diagnostic procedures, through 
the conservation of physicians’ and 
nurses’ time, reduced expense for sur- 
gery and medication and, from the 
patient’s viewpoint, too, by shorten- 
ing the hospital stay of many pa- 
tients. 

The benefits have been well sum- 
marized as follows: “The establish- 
ment brings substantial benefits to 
the hospital, the community, the pa- 
tient and the medical profession. 
The hospital gains economically, be- 
comes truly general, raises the level of 


$2 


medical practice within its walls, im- 
proves relationships with the com- 
munity, saves money for everyone 
concerned, and becomes capable of 
competently discharging important 
educational responsibilities to nurses, 
medical students, interns and resi- 
dents. The community gains through 
the acquisition of local complete 
medical and hospital facilities, by 
saving money in transportation, hos- 
pital bills, social maladjustment and 
the expense of unnecessary chroni- 
city, through the availability of early 
treatment facilities not otherwise 
available, and through the opportu- 
nity to learn a constructive mental 
hygiene through teaching and prac- 
tical demonstration. 

“The patient gains through the 
opportunity of receiving complete 


early care easily accessible to his home 
with no stigma attached, and is saved 
from incomplete approaches with 
long periods of observation and di- 
agnostic study, because effective thera- 
peutic help is available near home. 
The medical profession is offered the 
advantage of a stimulating bilateral 
consultation arrangement, acquires a 
broader concept of medicine and 
therapy including psychotherapy, 
combats the need for irregular prac- 
titioners, acquires broader research 
facilities, and allows the private phy- 
sician to retain and care for cases he 
would otherwise send away. Psychi- 
atry is given an opportunity to dem- 
onstrate the value of early attention, 
the methods of modern therapy and 
the application of constructive men- 
tal hygiene principles. Its unhealthy 









Top, Left-—Psychiatric unit at Regina 


General Hospital. Right——A corner 
of the patients’ sitting room. 


Below.—Hydrotherapy equipment at 


Regina. 
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Ward and Private Room, Psychiatric Unit, Regina General Hospital. 


isolation is removed and old ideas of 
“insanity” are dissipated by the dem- 
onstration that its patients can be 
studied as objectively, efficiently and 
scientifically as those in any other 
branch of medicine.” 
Organizational requirements are 
fully reviewed. The construction de- 
tails are gone into with equipment 
lists. It is essential to have a director 
who is thoroughly versed in psychia- 
try and has a general knowledge of 
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medicine and some administrative 
ability. The nursing service should 
be under the direction of a supervisor 
who has had experience in psychiatric 
ward work and who is capable of 
teaching students in this field. The 
graduates on the ward should have 
had some psychiatric training as 
should also the male and female 
ward helpers. A chart of the person- 
nel required is provided. 

The final chapters of this book are 
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unusual for a study of this type. Dr. 
Ebaugh includes a chapter on “Meth- 
ods of Psychiatric Study,” also one on 
“Management Principles in Psychia- 
tric Disorders Commonly Seen in the 
General Hospital.” Naturally the 
personal history must be taken from 
a different angle to that frequently 
followed in getting the usual his- 
tories on the wards, and the direct 
examination must supplement the 
ordinary physical findings by obser- 
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Sketch of Typical 16 Bed Floor Plan for Psychiatric Cases 


These plans were prepared by the Department of Health, Province of Ontario. 
For 7-and 1l-bed plans see C.H.C. Bulletin No. 3. 


MARCH, 1941 


33 





vations on the attitude, the general 
behaviour, the stream of mental ac- 
tivity, the emotional reactions, the 
special preoccupations, and the pa- 
tient’s orientation, memory, concen- 
tration, writing, speech, etc. The 
chapter on management principles 
should be of real assistance to the 
staff doctor, the intern and the nurse, 
for it develops an approach to the pa- 
tient which is so frequently over- 
looked in the ordinary case study. 

It is hoped that this brochure will 
do much to stimulate interest in the 
psychiatric patients on the part of 
general hospitals and their staffs. 

Copies of this booklet have been 
sent to members of the American Hos- 
pital Association. Others may obtain 
copies by writing to the Association. 
Price, one dollar per volume. 
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Right Reverend Monsignor 


A portrait of Right Rev. Mon- 
signor Griffin, senior trustee of the 
American Hospital Association was 
unveiled in the Asa Bacon Library 
of the Association headquarters in 
Chicago before a large gathering on 
February the 15th. In making the 
presentation on behalf of an anony- 
mous donor, Dr. Malcolm T. Mac- 
Eachern pointed out that Monsignor 
Griffin had been identified with hos- 
pital work for twenty-eight years, 
for more than twenty of which he 
had been a trustee of the American 
Hospital Association. President of 
the Ohio Association in 1919, its 
treasurer for the last fifteen years, 
first vice-president of the Catholic 
Hospital Association since 1929, an 
honorary charter fellow of the Amer- 
ican College of Hospital Administra- 
tors and a member of the editorial 
board of Hospital Progress since its 
inception, Monsignor Griffin “has a 
record with which few can compare 
in richness of contribution.” Dr. Mac- 
Eachern added “we cannot honour 
this man half so much as he has 
honoured himself by a life of quiet 
unassuming beneficence; of self-sac- 
rificing service; of wise and kind 
counsel and of firm but tolerant lead- 
ership. His influence is reflected in 
all the great accomplishments of this 
association.”” Dr. Bert W. Caldwell, 
Association Secretary, referred to 
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PSYENODATHIC YARDS 
SASKATOON CITY HOSPITAL N 
SASKATOON, SASK, u 
Maurice F. Griffin Honoured 





him as the “sheet anchor” of the 
board of trustees, and President B. 





W. Black also paid tribute to his 
Services. 
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Edmonton’s Oldest Hospital 
Erects Fine New Building 


By G. H. MacDONALD, B. Arch., M.R.A.LC. 


7 General Hospital in Ed- 
monton, the oldest hospital 
in the city, is operated by the 
order of the Grey Nuns, and has 
been in operation for over fifty years. 
Three years ago it was decided to 
break entirely away from past con- 
struction; accordingly, plans and ex- 
penditures were approved for a fully 
modern project of sufficient size to 
cover the full requirements of the 
hospital. 

Because of the unsettled state of 
world affairs developing, this plan 
was revised to less than half the size. 
In contrast to the plans for the com- 
pleted building, the new problem 
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was attacked in a more utilitarian 
manner and is governed in a much 
greater measure by the plan, omit- 
ting whatever can be dealt with in 
future through different channels. 
At the same time it will be observed 
that each department is so placed as 
to be capable of the fullest necessary 
expansion. The new extensions will 
run to the south in the form of the 
letter E. 

The direct result is a one hundred 
bed hospital, modern in every re- 
spect so that it will be fully in keep- 
ing with, and up to the standard of, 
any expansion and further develop- 
ments in hospitalization. It provides 
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Plan of Fourth Floor 


_ pews 


full facilities also for dealing with 
the larger capacity of the hospital as 
now constituted, portions of the old 
section of which will doubtless 
change in character when replaced 
by new construction. 

Constructed in reinforced con- 
crete, brick and stone, the accom- 
modation is arranged in the form of 
six stories. Where possible separate 
or allied departments occupy each 
floor. As the building axis is east 
and west, the entrance being to the 
north, the utility services have been 
placed on the north main front, thus 
providing a maximum of sunlight in 
the rooms and wards. 
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Plan of Ground Floor 


Theoretically the most disturbed 
floor, but actually quiet in operation 
because of the acoustical protection, 
the obstetrical department occupies 
the top or fifth floor, with the 
operating section in the east wing. 
Full provision has been made 
for isolation, doctors’ and nurses’ 
rest rooms, formula and diet kitch- 
ens. The patient accommodation in 
the west section of this floor is a 
combination of ward, private and 
semi-private rooms. 

The surgical department is on the 
fourth floor and contains modern 
operating room groups with steri- 
lizing and scrub-up accommodation, 
students’ gallery, surgeon’s accommo- 
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dation and nurses’ work rooms in 
the east wing. The dispensary and 
utility rooms are central. The west 
wing is occupied by the laboratories, 
treatment rooms, x-ray department 
and the rooms for cystoscopy and 
fractures. 

The third floor is the private pa- 
tients’ and the second, the public 
ward patients’ floor. Each room or 
ward has toilet and pan washing ac- 
commodation, clothes closets, basin, 
signalling and night lights. Many 
rooms are supplied with oxygen and 
deluxe rooms have private baths. 
Public wards are limited to not over 
four beds. 


Each floor has a quiet room, con- 
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Plan of Second Floor 
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necting with the nurses’ room. 

The diet kitchens are connected 
by a service elevator to the main 
diet kitchen. 

The stairs are enclosed fire towers 
and the elevators are self-levelling; 
a dust chute, flushing linen chutes, 
signals, paging, intercommunicating 
phones and _ thorough acoustical 
treatment are provided. \Windows 
have roll-screens and are weather- 
stripped and double glazed; floors 
are generally terrazzo and linoleum, 
and walls are protected by shoulders. 
Electrolux double glazing with 
spun glass insulation has been used 
for windows in special rooms, such 
as the nursery. 
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This illustration of the nursery reveals the acoustical treatment of the 
ceiling, the observation window and the decorative terrazo flooring. 


The ground floor contains public 
waiting rooms, doctors’ accommoda- 
tion, receiving and ambulance en- 
trance, board room, offices and stat 
rooms. The east wing of this floor 
is divided into medical wards, but 
will ultimately provide expansion 
for the administrative and business 
staffs. 

The central feature of the build- 
ing is the fine main entrance with 
its warm colour scheme, decorated 
ceiling and beautiful terrazzo floors. 
Another point of interest is the 
nursery with its plate glass observa- 
tion windows and the appropriate 
design of its floor. 

Connection to other and older de- 
partments of the hospital is by insu- 
lated passage and tunnel. Food is 
carried from the main kitchen 
through the passage in heated food 
trucks and is served from the main 
diet kitchen. 


The Heating System 


Mr. R. Taylor of Darling Bros. 
Limited thus describes the heating 
system, which is by high pressure 
steam reduced for heating and dis- 
tributed by concealed radiation: 
“The heating system in the hospital 
is automatically controlled by the 
outside temperature. This is accom- 
plished by a Webster Moderator 
System, in conjunction with orifices 
installed in the supply valves of all 
radiators. The orifices are used to 
insure the even distribution of 
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quirements as quick heating-up, low- 
ering of room temperatures at night 
and unusual weather conditions. 
“Steam at 100 lbs. gauge is gener- 
ated in the power house 150 feet dis- 
tant and is brought through a pipe 
tunnel into the basement of the hos- 
pital. The steam is then reduced to 
10 lbs. pressure, when it passes to 
the Webster main steam control 
valve, which regulates the flow ot 
steam to the radiators in accordance 
with the changes in outdoor tem- 
perature. At 70°F. outdoor tempera- 
ture the main steam control closes 
almost entirely, while at the extreme 
temperature of —30°F. the outdoor 
thermostat will cause the valve to 
open sufficiently to keep the radia- 
tors filled with steam. During the 
coldest weather the pressure differ- 
ence between the supply and return 
mains is about 3 lbs. At intermedi- 
ate outdoor temperatures, the radia- 
tors are partially filled with steam. 
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The beautiful modern lobby 


steam to all radiators, irrespective of 
their distance away from the source 
of steam supply. 

“The Webster Moderator System 
is an electrically operated central 
control, providing continuous but 
automatically graduated or throttled 
steam flow to all radiators, through 
a main steam control valve. An out- 
door thermostat automatically varies 
the rate of steam delivery to radia- 
tors with changes in outdoor tem- 
perature. A variator, manually 
operated, modifies the action of the 
outdoor thermostat for such re- 


The position of the control valve 
thus selected automatically by the 
outdoor thermostat, may be ad- 
vanced or reduced by the variator to 
give more or less steam than is called 
for by the outdoor temperature. 

Fluctuations in steam pressure, in 
vacuum, or in the number of radia- 
tors in use, are automatically com- 
pensated for by the Moderator sys- 
tem. 

“Except on the very coldest days 
the radiators are only partially 
heated and as the flow of steam is 


(Continued on page 72) 





What a Women’s Auxiliary Can Accomplish 


7 vears after the opening 
of the Jewish General Hospi- 
tal in Montreal, the problem 
of the shortage of linens and house- 
hold requirements became acutely 
apparent. It was obvious that the 
goodwill of a large group of women 
could prove an influential factor in 
the development of this new hospi- 
tal. Accordingly the Women’s 
Auxiliary was born in 1936. 

Two important decisions were 
made at this first meeting. An aver- 
sion to a continuous, year-round, 
money-raising programme inspired 


us to adopt the plan of a three dol- 
lar annual membership fee to pro- 
vide the nucleus of our finances. It 
was decided also to limit ourselves 
to two major money-raising events 
annually. The collection of dues 
from so large a membership is a 
task that requires considerable and 
intensive service and, in itself, limits 
our time for other money-raising 
activities, but the plan has proved 
eminently satisfactory. A whirlwind 
charter membership campaign for a 
paid enrolment found us, at the end 
of six weeks, with a membership of 


ANNIE E. B. GOLDBLOOM, 
Montreal 


over eighteen hundred! The end of 
the first year recorded a paid mem- 
bership of well over two thousand. 
In spite of the troubled times that 
have since followed and the added 
financial burdens placed upon all of 
us, we have succeeded in maintain- 
ing an active membership of well 
over eighteen hundred and fifty. 
Some of our committees are doing 
interesting work. We invited a group 
of women financially able and will- 
ing to contribute twenty-five dollars 
or more annually to support this 
fund, the members to be known 
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Left.— Photographic equipment 
donated by the Auxiliary. 


Below.—Mr. Samuel Cohen, sup- 
erintendent, and Mrs. Annie Gold- 
bloom, president of the Women’s 
Auxiliary, with two electric food 
carriers provided by the Auxiliary. 






















































































as Patronesses to the “Life-Saving 
Fund.” The response has been 
splendid and the growth steady. To 
date this fund has been able to meet 
all requisitions for blood transfu- 
sions from _ professional donors, 
special nursing, oxygen and special 
drugs. Added to this, the Fund is 
making a contribution of eight 
hundred dollars to the obstetrical 
clinics for the purchase of drugs and 
vitamins and five dollars weekly is 
given for the purchase of insulin for 
needy diabetics. A respirator and 
oxygen tent have been provided. 
Three thousand dollars have been 
set aside for the purchase of radium. 

Our children’s Nursery Fund was 
organized primarily to benefit the 
new-born in the hospital. We 
created the slogan “No child is too 
young or too old to be a member 
of the Children’s Nursery Fund.” 
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Our membership has grown tremen- 
dously and to date it has permitted 
the endowment of a basinette at a 
cost of five hundred dollars. This 
year the Fund has undertaken to 
provide ‘the needs of the public 
nursery newborn infants with milk, 
bottles and nipples, shirts, diapers, 
layettes, and so on. This will entail 
an approximate annual expenditure 
of four hundred and fifty dollars. 
The collection of bottles and jars 
is another undertaking which has 
proven highly successful. A system 
of collections was devised as an 
activity reaching out to all our mem- 
bers and one in which all can par- 
ticipate. Our members are being 
constantly reminded by an alert 
committee to save every type ‘of 
bottle and jar. When they have fifty 
or more, notification is made to 
those handling the telephone calls. 











We employ a man to pick up these 
collections which are sold to the 
bottle exchange. The income there- 
from purchases new dispensary 
bottles for clinic use. The surplus 
funds during the past two years made 
possible also the gifts of an 
emergency operating-room lamp 
and the installation of a new im- 
proved operating-room lighting fix- 
ture. 


Chain Entertainments 


Other means have been taken to 
augment our finances. Before the 
war, we held an annual ball, a 
garden féte, and a bridge, all of 
which met with a generous response 
from the community at large. Last 
year we inaugurated “Chain Enter- 
tainments”, which proved highly 
successful and brought in a net re- 
turn of twenty-four hundred dollars. 
What are Chain Entertainments? 
They are a continuous round of so- 
cial gatherings, teas, luncheons, 
bridges, musicales or evening gather- 
ings, sponsored by individual or joint 
hostesses who provide simple refresh- 
ments and where each guest pays 
one dollar. Each guest in turn is 
expected to carry on with a mini- 
mum of five guests who should con- 
tinue the chain if possible. One 
can readily understand that with en- 
thusiastic co-operation on the part 
of many hostesses, the possibilities 
for raising a large sum are easily 
demonstrated. Our objective this 
year is three thousand dollars, for 
it is our hope and aim to endow 
two beds in the public ward. 


Service Within the Hospital 


Many of our members meet three 
times a week in the hospital to make 
surgical dressings. Sewing is done 
by volunteers as the need arises. 
Knitting groups are active with 
baby wear for our layette bundles. 
Our car service transports patients 
requiring treatment to and from the 
hospital. All these activities round 
out a service to the hospital that is 
of marked benefit to the patient and 
profoundly appreciated by the staff 
and board of administration. Be- 
hind the active service directed for 
the benefit of the patient, stand 
groups and individuals smoothing 
the path towards good management 
and efficiency. It is the personal 


(Continued on page 72) 
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Ontario Plan for Hospital Care 


to be Launched Shortly 


T long last the Plan for Hos- 
A pital Care (to give the plan 

its proper title) in Ontario is 
about to be officially launched. Many 
details have had to be worked out 
and numerous conferences held with 
the government and various bodies. 
One reason for the delay has been 
the fact that the operation of the plan 
as a part of the Ontario Hospital As- 
sociation necessitated the incorpora- 
tion of that body and in turn this has 
required several meetings of the 
board of directors and of the mem- 
bership to permit transfer of assets 
and legal conduct of business. 

The plan is unique in many feat- 
ures and would appear to provide 
more benefits and fewer restrictions 
for the premiums paid than any other 
large scale plan on the continent. 
The following are basic features: 

The plan has been approved by 
the Minister of Health. 

The plan will be province wide, 
but will first start in Toronto. 

Enrolment will be by groups only. 

The plan is being sponsored by 
the Ontario Hospital Association, 
which is underwriting the scheme, 
and has been approved, in principle, 
by the Board of the Ontario Medical 
Association and the Council of the 
Academy of Medicine in Toronto. 

There will be free choice of hospi- 
tal and a doctor consistent with the 
staffing policy and regulations of each 
hospital. 

Medical care will not be included. 
(To pave the way for a parallel medi- 
cal plan, x-ray service has not been 
included.) 

There is full coverage for depen- 
dants up to the 16th year. 


Benefits 


There are two options—a stand- 
ard, (semi-public or ward) plan and 
a semi-private plan. 

(In either case the patient can 
take more expensive accommodation 
by paying the difference between the 
rate for the accommodation to which 
he is entitled and that of the accom- 
modation desired.) 

Benefits include the following, if 
needed and available: 
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(a) Bed, board and routine nurs- 
ing service; 

(b) Use of operating room; 

(c) Use of anaesthesia equipment 
and materials; 

(d) Dressings and plaster cast 
materials; 

(e) Ordinary drugs and medica- 
tions; 

(f) Electrocardiographic films; 

(g) Routine clinical pathology 
and bio-chemistry services; 

(h) Intern service; 

(i) Basal metabolism tests; 

(j) Emergency services following 
an accident (initial visit 
only for ambulatory 
patients) . 

(k) Childbirth (after 12 months 
membership of husband 
and wife) ; use of case room, 
nursery care, etc. Under 
Item K, 50 per cent only of 
the hospital’s charges for 
the care of the mother are 
to be paid, but each day will 
be entered as a half day. 

Up to twenty-one days of hospi- 
talization in any one contract year 
will be given. 

There are a few exceptions to the 
contract. Unlike so many other plans, 
this one does not require a waiting 
period, nor does it exclude tuberculo- 
sis, mental disease, communicable 
disease, or venereal disease. Condi- 
tions known to require hospitaliza- 
tion on application can only be ac- 
cepted if expressly disclosed and 
expressly covered by the contract. 
Conditions normally cared for by the 
Workmen’s Compensation Board 
and other bodies are not included. 


Monthly Rates 


Standard (Semi-Public or ward) 
Per Annum 


Single Subscriber $ .50 $ 6.00 

Self and Family $1.00 $12.00 
Semi-Private Service 

Single Subscriber $ .75 $ 9.00 

Self and Family $1.50 $18.00 


Payments to Hospitals 
The hospitals are to be paid by the 
Association from the hospitalization 
fund which will be kept entirely 


apart from the general funds. It is 
anticipated that all public hospitals 
in Ontario will be approved for 
participation. Accounts from hospi- 
tals outside the province will be paid 
subject to certain safeguards. 
Payments to participating hospi- 
tals will be on a basis, approved by 
the government, which will compen- 
sate the hospitals for the routine care 
and the special services provided. 
The plan is designed to adequately 
pay the hospitals for services ren- 
dered but not to provide a source of 
profit. If, at the end of the year, a 
hospital is able to establish by a 
properly audited system of accounts 
approved by the Department of 
Health of the province that its costs 
for patients of the same class as those 
covered by the standard contract ex- 
ceed these rates, the Association. 
with the consent of the Department, 
will pay the difference to such hos. 
pital. 
As short stay patients usually have 
a higher per diem cost, payments 
under semi-private contracts will be 
at a special and higher rate. The hos- 
pitals will be paid, too, for nursing 
care. ; 
The Board of Administration will 
be made up of fifteen members, of 
whom three shall represent the On- 
tario Medical Association and four 
represent the general public. Pend- 
ing the selection of the latter four, 
the Board is constituted as follows: 
C. J. Decker, Toronto, Acting 
Chairman 

Clarke Keith, Windsor, Acting 
Vice-Chairman 

Arthur B. Whytock, M.D., Niagara 
Falls 

J. H. McPhedran, M.D., Toronto 

J. W. MacCutcheon, M.D., To- 

ronto 

R. Fraser Armstrong, Kingston 

Arthur J. Swanson, Toronto 

J. H. W. Bower, Toronto 

Fred H. Holmes, St. Catharines 

William J. Dobbie, M.D., Toronto 

Harvey Agnew, M.D., Toronto 

Mr. Norman Saunders is now en- 
gaged in organizing the plan and 
will also act as Secretary of the 

(Continued on page 72) 
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REPAIRS 


HE subject of repairs is one 

that may well be given consid- 

erable thought by trustees and 
administrators of all hospitals and 
on no account overlooked or consid- 
ered of minor importance. 

In many institutions, particularly 
the smaller ones, the all important 
work of repairing valuable equip- 
ment such as sterilizers, plumbing, 
etc., and maintenance of the plant 
in general, has been entrusted to 
that jack-of-all-trades known as the 
“handyman”. While one does not 
wish to belittle the work this man 
performs in our small hospitals, 
from plumbing repairs and paint- 
ing to manufacturing the odd splint 
and various gadgets, we do know 
that in many cases they are responsi- 
ble for work which, in the end, 
proves very costly to the institu- 
tion. 

During the past ten years the fi- 
nancial problems of hospitals in 
several parts of the province became 
so acute that many necessary plant 
repairs were postponed from year 
to year or curtailed. Trustees or 
administrators cannot be blamed fox 
this condition of affairs. With bud- 
gets reduced to rock bottom, they 
endeavoured to maintain an ade- 
quate service to the patient and 
therefore it became necessary to cut 
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Photographs courtesy Ernest Pitman, Toronto Western Hospital. 


J. S. WILLIAMS, Superintendent, 


Moose Jaw General Hospital 


other expenditures. It is regrettable 
that this policy was necessary, for 
few things depreciate as rapidly as 
a neglected building. Sooner or later 
you are faced with a large expendi- 
ture. This is particularly noticeable 
in those parts exposed to the weath- 
er, such as copings, window frames, 
storm sashes and screen windows. If 
window frames are not painted at 
regular intervals, shrinkage occurs, 
leaving a gap between the masonry 
and the building, and admitting 
cold air to the building and natural- 
ly increasing your steam consump- 
tion. 

Some hospital authorities have a 
definite maintenance programme 
setting out that certain exposed 
parts of buildings are painted at 
regular intervals. This, I think, is 
an excellent idea and should be 
adopted and consistently followed, 
if at all possible. 

Regular inspection should be 
made of all the buildings and equip- 
ment by the superiniendent and 
the head of the mechanical and 
maintenance department and fur- 
ther periodical inspection by a house 
committee from the governing body. 

The method of requisitioning re- 
pairs should be made as simple as 
possible. Heads of departments 
should be made responsible for call- 
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ing attention to needed repairs of 
equipment and building in their 
department. Requisitions will be 
made on a printed form, designed 
for that purpose, signed by the de- 
partment head and sent to the office 
of the superintendent in order that 
he or she may at all times be 
thoroughly acquainted with the 
work necessary to keeping the plant 
in operating repair. The requisi- 
tion will then be distributed to the 
mechanics concerned, who will make 
the repairs as quickly as possible 
and note on the requisition the 
time at which the work was com- 
pleted. The practice of members of 
the staff making direct request to 
the mechanical department, either 
by telephone or in person, to fix 
this or that, must not be tolerated 
except for emergency repairs, after 
which a requisition shall be com- 
pleted and put through the usual 
channels. 

In conclusion, the following may 
well be borne in mind. Endeavour 
at all times to employ competent 
mechanics and maintenance men. 
They will save you money. See that 
your engineer reads the many arti- 
cles written in trade circulars and 
hospital magazines on_ sterilizing 
equipment. Arrange for regular 
plant inspection and bear in mind 
the remark once made by a hospi- 
tal administrator, “If you wish to 
keep down plant operating cost, re- 
pair it before it breaks.” This may 
be very difficult to do, but there 
is a wealth of common sense behind 
this advice. 





Address, Saskatchewan Convention, 1940. 
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(Mr. Armstrong, along with his many other 
duties, has been Campaign Director of the 
War Savings Certificate Campaign of the 
Kingston and Portsmouth “Win the War” 
Association. A large share of the credit for 
the remarkable record set by the people of 
the Kingston area can be attributed to Mr. 
Armstrong’s enthusiasm and _ organizing 
genius. Editor.) 


O threat has come from our 
Government. The word 
“compulsion” has been kept 


in the background but the War Sav- 
ings Certificate Campaign was de- 
signed to go far beyond the sale of 
war savings certificates. It is to find 
out whether we can be set aflame 
with eager hearts toward our goal— 
and to “Win the War” is our goal. 
If it does not accomplish this, if it 
does not arouse us from our com- 
placency, then the handwriting is 
on the wall. 

In 1918 Germany was beaten and 
humbled. In spite of the warped 
and brutal philosophy under which 
its people have toiled since that 
time, they have rebuilt for them- 
selves a war efficiency that threatens 
the whole world. They did this un- 
der compulsion. Money and effort 
have been directed to one endeavour 
—the building up of a war machine. 

We have no desire to conquer the 
world. We are a peace loving peo- 
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ple, but unless we want to perish we 
must have a fighting strength which 
will bring us victory. Being located 
on this continent will not save us. If 
England is beaten, it means that 
Germany will organize Europe into 
an economic block which will dic- 
tate to this continent at will. Inter- 
nal discords would follow and when 
the time became ripe, military force 
would be used. 

Canada’s, and in fact, all Ameri- 
ca’s front line is England. Now is 
the crucial time. An “all-out” policy 
of aid is essential. If this can come 
by voluntary participation, then that 
is the way to do it. But, if not, one’s 
hope is that our leaders will not lack 
courage in seeing that what is neces- 
sary be done even if we have to be 
ordered to do it. 


What One Community Has Done 


But one has a hunch that this 
“Save and Loan for Victory” cam- 
paign has done more to us than 
many realize. There has been a mi- 
raculous change in the attitude of 
Canadian citizens in the past six 


Hospital Workers 


Trained in Team Work 


- Can Aid War Effort 


R. FRASER ARMSTRONG, M.C., B.Sc., 


Kingston, Ontario. 


months. The writer is in a position 
to say this because, during this peri- 
od, he has been actively associated 
in the War Savings Certificate Cam- 
paign and has seen a discouraging, 
cold, self-complacency change to 
such an extent that in a one night’s 
pledge assault our campaign work- 
ing forces were able to turn in 
pledges from more than one out of 
every four of the local population. 

Zero hour was at 7 p.m., Febru- 
ary 10th. At that hour 400 trained 
workers started on the pledge gath- 
ering effort. By midnight almost 
8,000 pledges, out of a total popula- 
tion of 28,000, were in. These prom- 
ises represent an annual pledged 
help of over $400,000.00. To accom- 
plish this in one evening it is evident 
that the fighting spirit of our people 
must have been aroused. 

The methods of modern warfare 
can be utilized. Days and weeks are 
spent in organization, but when ac- 
tion comes it is a “Lightning Cam- 
paign”. So it was with our local 
pledge campaign. Weeks, months in 
fact, were spent in preparation, but 


The Kingston General Hospital also did its bit. With 227 on the 
hospital payroll, 227 pledges were turned in for a value of over $600 


per month. 
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when the call came the local or- 
ganization was ready. The “Light- 
ning Pledge Campaign”, by which 
the entire city was canvassed in a 
single evening, caught the fancy of 
the canvassers and the citizens. On 
all sides there was a whole-hearted 
spirit of co-operation. Householders 
filled their pledges quickly and urged 
the canvassers not to waste a mo- 
ment. Canvassers vied with one an- 
other to see who could complete his 
territory most quickly, who could 
turn in the greatest number of 
pledges and who could report the 
largest amount of money subscribed. 
Campaign headquarters was a hive 
of activity. As the returns kept com- 
ing in and the bulletins were posted, 
friendly pools were being drawn on 
the results. 


The Campaign Build-up 


The campaign had been built up 
during previous weeks to a great 
climax. This build-up included in- 
terest creating activities in almost 
every society in the City—100 com- 
mittees had been creating these ac- 
tivities since August. It included a 
direct approach to employees by 
special committees headed by the life 
insurance managers. It included pa- 
triotic meetings addressed by such 
outstanding men as the Honourable 
Angus L. Macdonald, Air Marshal 


Bishop, W. F. Nickle, K.C., Gratton 
O’Leary and the Minister of Finance, 
Mr. Ilsley. It included newspaper 
publicity and the weekly publication 
of a war savings bulletin which, for 
weeks, has gone regularly to centres 
where it could help. The final phase 
came in the appointment of a strong 
young man’s committee with the 
declaration, “The February cam- 
paign is now up to you, so hop to 
it,” and “hop to it” they did. Eight 
thousand pledges from a 28,000 
population is no small result for one 
evening and $35,000.00 each month 
for the duration is not to be sneezed 
at. 
Participate in War Work 

Our local results are probably 
typical of those obtained in all sec- 
tions of Canada where the commit- 
tee in charge has drawn upon or- 
ganization experience and patriotic 
interest, and this brings one to the 
real reason for submitting this arti- 
cle. [t is a plea for hospital workers, 
from one end of Canada to the 
other, to associate themselves with 
war work. No group of persons can 
do it better. No business presents 
more complex organization prob- 
lems than does hospital work. No 
group of persons has a greater knowl- 
edge of the human equation. Every 
day you come in contact with people 
in all walks of life. You are, there- 


fore, well trained and you can con- 
tribute something worthwhile to 
your country. 

Unfortunately but few hospital 
workers can offer their full services 
on a dollar a year basis. Always you 
have put service ahead of personal 
advantage, so now you must keep 
working to maintain yourself and 
family. But you can give part time; 
at least you can pledge part of your 
pay in war savings. 

War savings provide money for 
fighting equipment, but more—they 
provide a back-log of economic sta- 
bility for the future. Your Govern- 
ment asks you to sacrifice and save 
because by so doing you divert la- 
bour from the production of non- 
essentials to the production of war 
needs and, when the war is over, you 
have a nest-egg which can be spent 
on the things you are now doing 
without. The spending of this nest- 
egg will more quickly bring our pro- 
duction facilities through the tran- 
sition stage from war production to 
the production for normal consump- 
tion. 

It is no new truth; what we get 
will be that for which we are ready 
to sacrifice, and what we lose will 
be that for which we are not willing 
to make sacrifice. 





Photo of Canadian Coastal Patrol, Courtesy 
Public Information, Ottawa. 





Paregoric Sales Show Marked Drop 


Tincture Camphor Compound has 
always been a favourite beverage of 
addiction, and when this preparation 
could be freely sold over the drug 
store counter, daily individual dos- 
ages of 15-20 ounces were not un- 
common. A customer for 20 ounces 
daily would be deriving “benefit” 
from approximately four grains of 
Morphine and a large alcohol con- 
tent stronger than that of whiskey as 
purveyed by Government stores. 

In 1933 the Narcotic Division, in 
co-operation with the Excise Branch, 
ensured that no retail store could 
normally obtain more than 80 
ounces of Paregoric monthly, and 
a considerable drop in consumption 
resulted. Upon the outbreak of War, 
Regulations were passed under the 
War Measures Act requiring a medi- 
cal prescription to be issued before 
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Paregoric could be sold to the pub- 
lic. The results were instantaneous 


and interesting, as the following fig- 
ures show. 


Sales of Paregoric by Licensed Narcotic Wholesalers throughout Canada 


Gallons 
1932 8727 
1933 (a) 5044 
1934 4290 
1935 4792 
1936 5297 


Gallons 
1937 5810 
1938 5876 
1939 5056 
1940 1800 


Sales in principal cities in Canada in Gallons 


Montreal Toronto Winnipeg Vancouver 
1932 3099 2477 228 472 
1933 (a) 1785 1221 138 327 
1934 1650 632 113 313 
1935 1650 851 95 329 
1936 1723 1079 71 313 
1937 1794 1227 75 317 
1938 1701 1355 81 340 
1939 1340 1075 72 388 
1940 210 135 22 51 


(a) 80-ounce limit imposed in March. 
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Are Your Rates Below Cost? 


(ARTICLE NO. 4) 


HOSPITAL which records 
A all its services in accordance 
with a standard schedule of 
rates can easily ascertain whether its 
rates, in the aggregate, are above or 
below cost. 
Fig. 1 is an extract from Schedules 
3 and 4 of the official forms: 


By PERCY WARD, Vancouver 
Provincial Inspector of Hospitals and 
Chairman, Committee on Accounting and Statistics, 
Canadian Hospital Council 


will here assume that an 80-bed hos- 
pital, if located and planned with 
due discretion, should expect an av- 
erage occupancy of 65%. If in actual 
fact this hospital has an occupancy 
of 59.09% in any given year, 10% 
should be added to its gross earnings 
when comparing them with the total 





Operating Revenue 
Part A. 


1. Day Rate Services 


(a) Private and Semi-Private 
(b) Public Wards 


2. Special Services 
(a) ete. 


3. Gross Earnings 





Expenditures 


Items 
1 
to 
8 
11. Total Expenditures 








Fig. 1. (From 


If the gross earnings from services 
to patients are exactly equal to the 
expenditures, then, in the aggregate, 
the rates must be equal to the cost. If 
the gross earnings are, say, $50,000, 
and the total expenditures are, say, 
$60,000, then the rates as a whole 
would be 16.66% below cost, and an 
increase of 20% would be indicated. 

The foregoing is a simple illustra- 
tion. It provides a valuable founda- 
tion to which each hospital can add 
qualifying local circumstances in or- 
der to construct a sound rate schedule. 

In compiling a schedule of rates, 
the direct comparison of gross earn- 
ings from services to patients with 
the total expenditures calls for con- 
sideration of: the occupancy; revenuc 
from sources other than services to 
patients; the segregating of expendi- 
tures for which special revenues are 
received, and the addition to the ex- 
penditures of such deductions from 
gross earnings as are appropriate for 
distribution among the standard 
rates. 

For the purpose of illustration, we 
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Schedule 3). 


expenditures for the purpose of pre- 
paring a rate schedule. If its occu- 
pancy were, say 72.22%, it should 
subtract 10% from its gross earnings. 

A hospital receiving revenue from 
sources other than revenue from pa- 
tients would be wise to decide the 
purpose of the revenue, and to ap- 
ply it in accordance with that pur- 
pose. If such revenues are definitely 
intended to make up deficits created 
by some or all of the deductions 
from gross earnings, then such rev- 
enue should be subtracted from the 
deductions, and the difference 
should be added to the expenditures. 


Other Expenditures 

If a hospital performs services out- 
side its normal services to its own 
patients, and receives special reven- 
ues to cover the cost of those special 
services, then the cost of those special 
services should be apportioned as 
“other” expenditures, and should be 
segregated from the ordinary in-pa- 
tient and out-patient expenditures. 
In such a case, both the revenues 
and the expenditures of these spe- 


cial services should be excluded trom 
the rate calculation. 

To be more specific, let us again 
use our 80-bed hospital illustration, 
and assume that all payments from 
provincial and municipal tax funds 
are intended to pay for, and actu- 
ally co cover, the cost of services to 
persons unable to pay, and that no 
regular revenues are available to 
cover “rebates”, “courtesy service” 
and “bad debts”. It will be neces- 
sary in this case, when calculating 
rates, to add to the expenditures the 
deductions in respect of “rebates”, 
“courtesy service” and “bad debts”. 
But “free” service should not be 
added, because, for the purposes of 
illustration, we have presumed this 
to be met by the provincial and 
municipal governments. (See Fig. 2) 

If 65% is the normal occupancy, 
this hospital has an occupancy 
7.69% below normal and we must 
add 8.34% to the revenue for the 
period to bring it to normal. By 
adding 8.34% to $58,000 we find 
that the potential earning power is 
$62,837. This potential earning 
power is 94.49% only of the cost of 
operation; therefore the rates should 
be increased by an average of 5.83% 
to place the hospital upon a sound 
economic basis. 

Unless a hospital can rely upon 
regular substantial miscellaneous 
donations, it may be unwise to ap- 
ply miscellaneous donations towards 
meeting the cost of deductions from 
earnings from patients, because ev- 
ery hospital has many special expen- 
ditures to meet, of which the low 
occupancy in the foregoing illustra- 
tion is but one. 


Distribution Among Services 
The foregoing suggestions deal 
solely with the adequacy of rates in 
the aggregate. This is the first and 
most important step for any hospital 
desiring to solve its economic prob- 
lems. The next step is to decide 


(Continued on page 74) 
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PARENTERAL SOLUTIONS 


Their Cost When Made in a 
1200-Bed Hospital 


By G. R. BARRETT, M.D.. 


Vancouver, British Columbia 


ver General Hospital began 

an investigation of the actual 
costs of its parenteral solutions. 
These solutions have been made in 
the hospital for over 25 years, but 
it was felt the cost at present was too 
high for the amount of solution 
actually used. 

In the present discussion a unit 
had to be adopted. Though all types 
of parenteral solutions were consid- 
ered, it was felt that, in view of the 
great disparity in the amount of 
glucose and saline solution com- 
pared to magnesium sulphate and 
novocaine, etc., made, a unit of 1000 
cc. of glucose 5% in distilled water 
could be used as a standard. Costs 
were computed on a monthly pro- 
duction basis to give a more accurate 
price per unit. 


S OME months ago the Vancou- 


Cost 
The following list of costs made 
up the total monthly outlay: 


Time and labour 

(nurse’s and orderly’s) $143.15 
Dextrose powder 86.25 
Salt (Crystaline NaCl) 76 
Breakage, repair and wastage 


of flasks and burettes 15-13 
Sterilization (Steam, cleaning 

and upkeep of autoclaves) 26.42 
Filter paper 3.67 
Medicine tags 8.12 


Caps for flasks, funnels, etc. 5.00 
Interest on investment (Stills, 
flasks, burettes) at 5%, for 
one month 2.10 


Dr. Barrett is Second Assistant Superintendent 
of the Vancouver General Hospital. 
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Cleaning and upkeep of stills 
(Due to purity of local water) 0.00 


$290.60 


The total average amount of solu- 
tion made per month was 2,616,270 
cc., or 2,616 units. Using this figure 
with the total cost of $290.60, we 
arrived at a production cost of 11.1 
cents per 1000 cc. unit. 

Of the finished product, however, 
1,462,500 cc. or 1,462 units were not 
used and were discarded, either in 
24 hours (glucose solution) or in 
6 days (saline solution). Allowing 
for this loss, and assessing the full 
cost against 1154 units used, the 
cost per used unit amounts to 25.1 
cents. This real price compares fa- 
vourably with other hospital centres 
making similar solutions and would 
be lowered were less unused solu- 
tion prepared. 

It is interesting to note at this 
point what other things might be 
taken into consideration in comput- 
ing the total cost of an “Intraven- 
ous” as we know it, delivered to the 
patient. To the cost of solution 
must be added the cost of all or part 
of each of the following: 

Intern’s and nurse’s time 

Time and labour of cleaning, re- 

pairing and resterilizing intra- 
venous sets 

Burette stands 

Antiseptic 

Gauze and sponges 

Towels 

Tourniquet 

Forceps 





Glass nipples, needles, tube clips, 
pans, cloth set covers, arm 
splints. 

For comparison, the price lists 
were obtained from four different 
firms manufacturing bottled solu- 
tions. The following table shows 
price in cents per 1000 cc. of 3 com- 
mon types of solution from each 
firm: 


Firm Firm Firm Firm 


Product 1 2 3 4 
Normal saline 
1000 CC. 52 50 50 45 


5% Dextrose in 
Dist. Water 


1000 CC. 61 64 65 55 
5% Dextrose in 
Normal Saline 
1000 CC. 74 92 75 64 


It must be taken into considera- 
tion that the makers are responsible 
for the continued sterility of the 
solutions. If the hospital manufac- 
tures it, we assume this responsibili- 
ty. Since the largest single part of 
our final cost is loss from discarded 
solutions, we could say this loss con- 
stituted a premium on insurance 
against reactions and infections from 
solutions. 

Manufacture 

Our apparatus for manufacture, 
while not equal to the most costly, 
is apparently much the same as is 
being used in other hospital centres. 
From experience in this hospital, 
however, we can say that we have a 
solution which is sterile at the time 


(Continued on page 76) 
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Obiter Dicta 


“Keep your hearts proud and your resolve unshaken. 
Let us go forward to our task as one man, a smile on 
our lips and our heads held high, and with God’s help 
we shall not fail.” — His Majesty, The King. 


an 


+ 


On the Word of an Englishman 


N addressing one of our Canadian Clubs, Ronald 
I McEachren, news editor of the Financial Post, who 

has just returned from a 22,000 mile tour of South 
American cities, referred to an expression commonly 
noted among the people of South American countries. 
In this country where we say “I will be there promptly 
at three o'clock, upon my honour” or “sure as fate,” or 
where as children we would say “cross my heart,” the 
South Americans aver “upon the word of an English- 
man.” Perhaps in this commonplace expression lies the 
secret of Great Britain’s enviable position in the world 
and the reason for widespread optimism that she will 
survive this blow and go on to greater achievements in 
the future. 

Although many of their leaders in positions of author- 
ity may admire the efficiency of the Nazi machine and 
the power of its military might, the man on the street in 
South America has most respect and sympathy in this 
struggle with the man whose honour and veracity to 
him has become a byword. It has been frequently stated 
that the secret of Britain’s position in the Orient has 
been the confidence which the Oriental race could place 
in the word of those who came from Great Britain to 
trade with them. International trade is dependent upon 
credit and credit in turn can not go beyond the honesty 
of those who make the bargain. The evidence of the 
last few years, even down to the official propaganda and 
the daily announcements of the war’s progress, has re- 
vealed to the entire world that the word of a Nazi can 
never be depended upon. On the other hand, Britain, 
at considerable sacrifice to herself, has faced the issues 
squarely and told the truth, no matter how it hurt. In 
the long run such a policy is bound to win and already 
the far-reaching fruits of such a course are becoming 
manifest. 
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Advertisers, too, Perform a Public Service 
| i Journal’s advertisers are carefully selected 


from reputable firms handling products of proven 
value to hospitals. 

Advertising revenue helps to maintain our Journal, 
for the annual subscription charged could never fully 
do so. 

The hospital field gets good value from the Journal. 
The advertisers get good value from the Journal. If 
the hospitals get good value from the advertisers tell 
them so. It will encourage them to continue their sup- 
port and will assist in making a better journal and this 
in turn will assist in making better hospitals. 

This seems complicated but it is true. 


ay 


Should There be a Central Bureau 
for Medical Histories? 


RITING under this caption a contributor to 
\ \ / our Australian contemporary, The Hospital 

Magazine, suggests that there be set up a central 
reference bureau—available to every medical practitioner 
and, we presume, to his hospital—in which there would 
be recorded the medical history of every person receiving 
hospital treatment whether public or private. It is sug- 
gested that such bureau might receive reports on condi- 
tions of interest to research workers, or be utilized to 
form the basis for tuberculosis or venereal disease sta- 
tistics. The bureau could be financed by the state 
charities fund. 

Such an idea is intriguing although the extent of its 
practicability would require some thought. Central bu- 
reaus in some fields have proven very satisfactory. Life 
insurance companies, for instance, have access to a highly 
valuable central file. The medical histories of war vet- 
erans are carefully compiled and indexed. Individuals 
quickly forget their own medical histories and would 
frequently benefit if a more or less complete file of their 
more serious illnesses could be consulted. The American 
College of Surgeons has collected valuable data on tu- 
mors and the Canadian Society for the Control of Can- 
cer is collecting information from local cancer study 
groups. At the Vancouver General Hospital the admis- 
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sions are checked daily with the provincial tuberculosis 
records next door, thus detecting many unrecognized 
tuberculous cases or contacts, to the benefit of both the 
patient and those who must care for them. 

The value of such a file would depend, however, upon 
the quality of the histories and the co-operation ob- 
tained from all hospitals. It is presumed that hospitals 
would still keep their own records and only duplicates or 
synopses would be centrally fyled. That implies extra 
work and costs. Unfortunately the medical histories in 
all too many hospitals are still practically worthless and 
this applies not only to the smaller “unstandardized” 
hospital but to the private patients of many of our large 
institutions as well. The factor of secrecy of clinical data 
would be a difficult hurdle to overcome, although, for 
that matter, this fetish of secrecy is in large part so 
much bunk, as the spreading development of voluntary 
and other health insurance plans is rapidly showing. 
Perhaps of more consequence would be the time delay 
in supplementing data already obtained. Vital statistics, 
of course, are now most efficiently collected by our de- 
partments of health, governmental bodies which have the 
authority to demand information, if such course be neces- 
sary. 


a) 


Charging for Out-Patient Services 


department, complaining that he had gone to the 

out-patient department of a general hospital for 
treatment for a minor injury because he did not think 
that his finances would permit him to be treated pri- 
vately and had then been charged for the use of the operat- 
ing room and also a fee by the surgeon and the anaesthetist. 
The fees were not exhorbitant as only the minimum 
wperating room charge was made and the professional 
charges were quite modest. Apparently the complaint 
was based upon an opinion that services rendered at a 
hospital to ambulatory patients should be based upon 
exceedingly low charges, if any at all. 


T other day a man visited a municipal health 


This view point is an all too common one. Most 
raunicipalities do not support out-patient or ambulatory 
services at all and, where they do, their support is not 
extended for services to people who are in receipt of in- 
come. Moreover, the doctors on the medical staff would 
naturaliy object to having hospitals treat ambulatory 
patients who otherwise would go to their offices, par- 
ticularly when the same doctors would be expected to 
leave their other work and go down to the hospital to 
treat the patients for nothing. Hospitals are thoroughly 
justified in charging ambulatory patients who can afford 
to pay for such services. However, one point of aggra- 
vation causing strained public relations could be over- 
come in large part if the hospitals would have an under- 
standing with the patient on admission to the emergency 
department as to whether or not there would be a 
charge for these services. This would give the patient, 
should he be shopping for low cost services, an oppor- 
tunity of having the work done elsewhere. The posting 
of a notice to the effect that an ambulatory patient, un- 
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less indigent, would be charged for services received, 
in itself would be informative to the patient and would 
protect the hospital and its staff from unjust criticism. 


We 


All Dictators are Abnormal 


T was John Gunther who wrote that it could be 
I accepted as an axiom that all dictators are abnormal. 
“No man perfectly normal can take upon himself to 
rule a nation dictatorially, if only because the vanity of 
the normal male is not capricious enough to accept such 
supreme responsibility. Aside from this, most dictators 
are profound neurotics. Kamal Attaturk had a wildly 
disordered personal life; Dolfiiss had a dwarf complex; 
Pilsudski’s breathless rages were pathological; Mussolini 
as the Abyssinian war proved, is megalomaniac.” 

S. H. Roberts has pointed out, Hitler was “the neu- 
rotic child of a neurotic, repressed mother”. This writ- 
er quotes psychologists who “‘say that he shows the salient 
features of a schizophrenia (split personality) because of 
his overwhelming ambition and conceit, his favourite 
role of himself as the saviour of mankind, and his habit 
of speaking as if he received personal revelations from 
the Deity. Others hold that he is a manic-depressive; 
others a paranoic. The panaoid tendence is shown in his 
ambivalent persecutory fantasies. ... This is all a matter 
for the experts, of course, but some of the facts certainly 
appear as evidence for the psychoanalyst’s stress on Hit- 
ler’s persecution mania, his ways of escape from reality, 
his great anxieties, his over-keen but distorted observa- 
tion of realities, his altering moods of melancholy and 
elation, his recurring doubts of himself—and contrasting 
sense of omnipotence.” 


Benito, on the other hand, has none of the mystic 
glamour of his sinister and screaming partner in crime. 
His strutting and grimacing before the herded multi- 
tudes, his pathetic efforts to play the youthful Tarzan, 
his versatility in riding first the socialist and then the 
fascist horse and in playing with the Church as best 
suited his ambition, all reflect a simpler and considerably 
less dangerous type—the opportunist whose fascination 
as a leader is primarily dependent upon continued suc- 
cess. If ever a human blimp has been deflated, it was in 
“Sawdust Cesar.’ George Selde’s more than broad hints 
that his subject’s reputed concern with affaires de cceur 
had put a quartette of little crosses on his serological 
chart, might indeed suggest a reason for the growing 
delusions of grandeur and euphoria. 

It is for Edward Samson, author of The Immortal 
Tooth, however, to propound a novel theory to explain 
the enigma of dictators’ minds. Pointing out that many 
instances of psychosis have been traced to dental infec- 
tion, he suggests that bad teeth would explain the men- 
tal quirks of Hitler, Mussolini et al. His evidence, how- 
ever, is not very convincing, as it is based mainly upon 
the known bad state of the teeth of most of the people 
brought up in the poverty and neglect suffered by these 
dictators in their youth. Fortunately, violent though may 
be their emotions, a desire to crush and enslave the 
world is not a characteristic of most people with dental 
infection. 
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Sir Frederick Grant Banting 


HE tragic death of Sir Frederick 
, Banting, while on an important 

war mission, has stunned not 
only the whole of Canada but the en- 
tire scientific and humanitarian 
world. Few men have received the 
whole hearted plaudits of the world 
for their scientific achievements as 
has Dr. Banting. Other great leaders, 
whose achievements have been veri- 
table milestones in medical progress 
-—Pasteur, Lister, Jenner, Semel- 
weiss, to mention but a few—have 
found the world reluctant to accept 
their views. Sir Frederick, on the 
other hand, aided by his assistants, 
Best, MacLeod and Collip, was able 
to produce such a wealth of evidence 
beyond refute revealing the import- 
ance of his valuable discovery, that 
right from the first any check-up by 
other laboratories only confirmed the 
truth of the claims made. 

It is seldom vouchsafed to any 
individual to make more than one 
major contribution to his chosen 
field. Had Sir Frederick accomp- 
lished nothing more than the win- 
ning of the race to isolate insulin, 
such achievement would have placed 
him among the scientific leaders of 
all time. Although that discovery 
was the most spectacular of recent 
medical developments and tended 
to over shadow later achievements 
by Sir Frederick, he has, in the in- 








tervening years, done a tremendous 
amount of the most valuable reseach. 
For instance, just prior to the war, 
he and his associates made a notable 
contribution to our knowledge of 
the process of drowning by ascertain- 
ing that in many cases the patients 
do not die from water in the lungs 
but from laryngeal spasm, which 
persisted after removal of the drown- 
ing person from the water and pre- 
vented artificial respiration from 
drawing air into the lungs. The use 
of the tracheal catheter and of hypo- 
dermic anti-spasmodics, such as atro- 
pine, was recommended. His re- 
searches on the effects of aviation on 
the individual had already clarified 
many problems and, it is hinted, 
were on the verge of making startling 
discoveries. 

One of Sir Frederick’s greatest at- 
tributes was his ability to inspire 
others. Surrounded by a host of bril- 
liant young research workers, he was 
directing in the Banting Institute a 
wide range of studies, many of which, 
such as those on silicosis and on 
cancer, have gone a long way towards 
solving these particular problems. As 
Chairman of the Medical Division of 
the National Research Council, he 
had made invaluable contribution to 
the studies of this important body. 

Born near Alliston, Ontario, Sir 
Frederick graduated from the Uni- 


versity of Toronto in 1916; served in 
the Canadian Expeditionary Force 
during which period he was awarded 
the Military Cross; practised in 
London, Ontario, briefly; and then 
returned to Toronto in order to 
carry on his research ideas. 

Characteristic of Sir Frederick was 
his marked modesty. Honours meant 
nothing to him and, above all, 
he abhorred being lionized. To all 
his old college friends he still re- 
mained “Fred”. Many of his friends 
are deeply privileged to have in 
their possession paintings by Sir 
Frederick, who was an amateur 
painter of note and who had found 
painting the rugged scenery of the 
wilds an effective antidote for the 
responsibilities of the laboratory. In 
the words of Sir Robert Falconer, 
“When we consider his purpose, his 
resolute facing of peril and the effect 
of his death on the Canadian mind, 
we are led to think that Banting’s 
life was closed in a manner that he 
himself would not have regretted .. . 
His death, at the call of duty, may be 
a great stimulus to the youth of 
Canada. This intense, imaginative 
scientist, sacrificing everything to the 
problem before him, has been prob- 
ably the most influential person in 
creating in Canada an understanding 
of the value, and indeed the neces- 
sity, of research.” 


This photograph was taken at Vic- 
toria, British Columbia, during the 
1936 annual meeting of the Cana- 
dian Medical Association on the oc- 
casion of the presentation by Mrs. 
Starr of the Frederic Newton Gis- 
borne Starr Award to Sir Frederick 
Banting, Dr. J. B. Collip and Dr. 
C. H. Best. This award was estab- 
lished by the Canadian Medical As- 
sociation in memory of the illustri- 
ous surgeon, its former president, 
Dr. F. N. G. Starr, and is reserved 
as “the highest honour for the pro- 
fession of Medicine in Canada, to 
be bestowed upon Canadian doctors 
who have, in the opinion of their 
confréres, outstandingly achieved in 
Science, Art or Literature, thus add- 
ing to the humanitarian or cultural 
life of our country”. 


Left to right, Dr. J. B. Collip, Dr. 
C. H. Best, Mrs. F. N. G. Starr and 
Sir Frederick Banting. 
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FIRE 
PRECAUTIONS 


O most people a hospital is 

the last place to associate with 

fire. Fire is an opportunist, 
ready to take quick advantage of 
any chance to get in its destructive 
work: it must be guarded against 
wherever possible and, although 
fire may break out despite precau- 
tions, it is obvious that the chances 
of fire occurring are in inverse 
ration to the degree of previous 
care exercised. 

We are indeed fortunate in Can- 
ada to-day that we can meet and 
discuss prevention of fire in our 
hospitals, when we think of what 
has happened tc some of the large 
hospitals in Britain, but from the 
tragedy that is taking place there 
we can obtain a very good lesson 
and example in what a well trained 
staff can do in case of fire. One 
would suggest to you, first of all, 
that your staffs be lectured and dril- 
led in how to remain cool, in the 
moving of patients from one sec- 
tion of the building to another and 
in the use of the fire fighting equip- 
ment in the hospital. 


The following figures furnished 
by the National Fire Protection As- 
sociation are of interest: 

29% of fires in hospitals are 

caused by electrical defects; 

16%, by defective chimneys or 

flues; 

14%, by sparks on roofs; 

10%, incendiary; 

7%, smoking and matches; 





A paper given at the 1940 Saskatchewan Hos- 
pital Association convention. 


MARCH, 1941 


5%, ignition of grease or flam- 
mable liquids; 
5%, Spontaneous 

and 

14% by other causes. 
Thirty-five per cent of the loss of 
life was caused by the lack of proper 
adequate exits. It is of primary im- 
portance that there should be more 
than one means of escape from 
every area, so arranged that fire or 
smoke that blocks one exit will not 
cut off other means of escape. 

From the figures just quoted one 
would suggest that careful atten- 
tion be given to all electric appli- 
ances and devices and that all wir- 
ing and repairs be done by a 
qualified tradesman. 

Chimneys and flues should be 
kept clean and at a safe distance 
from any wooden partitions. Inso- 
far as fires on roofs are concerned, 
this can be avoided by having the 
chimneys cleaned regularly. 

The hazards in the kitchen are 
due to the presence of cooking 
equipment. The main and auxiliary 
valves of the refrigeration system 
also require periodic checking. The 
most suitable refrigerant for hospi- 
tals is carbon dioxide: this gas is 
not inflammable, is non-poisonous 
and is odourless. 

Hospital laundry hazards include 
steam lines to washing machines, 
mangles, dryers and the usual irons, 
and spontaneous ignition in dirty 
linen, oily or greasy clothing. Fire 
has been known to start in newly 
mangled bed-sheets from the heat of 


combustion; 






JOHN SANDERSON, 
Deputy Fire Chief, 
Regina Fire Department 


the rollers after they have been 
stored away. 

X-ray laboratory hazards are 
many. If the acetate or safety type 
is used, there is not much danger; 
however, if nitrocellulose be used, 
it is imperative that it be stored out- 
side or on the roof on account of 
the fire hazard and the gases given 
off at that time. You will no doubt 
have heard of the death of fire- 
men and patients in an American 
hospital just a few years ago from 
this cause. 

Good housekeeping methods in 
the hospital will greatly help to 
reduce the fire hazards. All base- 
ments, boiler room floors and at- 
tics should be kept clean and free 
from collections of combustible rub- 
bish. Old furniture and clothing 
should be disposed of promptly and 
not allowed to accumulate. 

Standpipes, hose, etc., should be 
checked over to see that it is proper- 
ly racked, attached to valves, valves 
in good order and nozzles in place 
with enough hose to meet other 
lines from standpipes in building. 
See that extinquishers are located 
in their proper places and that they 
are the proper kind for that loca- 
tion. For instance put a pyrene ex- 
tinguisher near electrical machin- 
ery, and a soda and acid type near 
x-ray films as it has a greater cooling 
effect. 

Finally, a word on the hazards 
in the operating room. Oxygen 
under pressure explodes spontan- 

(Continued on page 76) 
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Charges for X-Ray and Laboratory Services 


to Paying Public Ward Patients 


48 Hospitals Follow Varying Procedures 


comparison of the charges 
A for x-ray and clinical labora- 
tory services to paying public 
and semi-public patients with the 
charges made by the same hospitals 
to private and semi-private patients 


has been made by the Department 


of Hospital Service of the Canadian - 


Medical Association. Replies were 
received from 48 representative hos- 
pitals of 150 beds and over geo- 
graphically distributed across Can- 
ada. The hospitals selected were of 
medium size or larger in view of 
the inquiry to obtain the answer 
for which this study was made. The 
date supplied by these replies may 
be best analyzed under the two head- 
ings “Clinical Laboratory Charges” 
and “X-ray Charges,” as below: 


Clinical Laboratory Charges 


Twenty-two hospitals make a re- 
duction in their laboratory charges 
to paying public and semi-public 
patients. Of these twenty-two hospi- 
tals, eight make a reduction of 50%, 
or more; five make no charge at 
all; one did not state the amount 
of reduction; six make a reduction 
to these two classes of patients and 
have a flat rate; one makes no 
charge for bacteriological or patho- 
logical examinations and makes a 
reduction on _ other laboratory 
charges; in one hospital there is no 
charge to the paying public patients, 
the semi-public patients, here dif- 
ferentiated, receiving a 50% reduc- 
tion from the regular rates. 

Eighteen hospitals do not make a 
reduction in their charges. Two 
hospitals do not make a reduction 
to their semi-public patients but do 
make a reduction to the paying 
public cases. In one instance, while 
the charge is nominally the same, 
from 20% to 50% reduction is made 
depending upon the ability of the 
patient to pay. 

Several hospitals noted that, while 
there was no stated reduction, they 
would vary the rate to meet special 
circumstances of the individual pa- 
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tient. This, we presume, would be 
done by all hospitals. 

It would appear in most instances, 
although not always stated, that 
charges to semi-private and to pri- 
vate patients would ordinarily be 
the same. However, at the Notre 
Dame Hospital in Montreal the 
semi-private patients were charged 
the same reduced rate charged to 
semi-public patients. 

Six of the forty-eight hospitals 
did not state their laboratory charges 
and hence we do not know whether 
a reduction is made or not. 


Comments 


At the Hotel Dieu de Quebec the 
paying public patients are charged 
one-third the usual price. At the 
Ottawa General Hospital the pay- 
ing public ward patients are rarely 
charged but occasionally are charged 
half price. At the Ottawa Civic 
Hospital there is no charge to pay- 
ing public or semi-public patients. 

As mentioned above, six hospitals 
report flat rates for laboratory 
charges. For instance, at the Miseri- 
cordia Hospital in Edmonton the 
flat rate is $3.00 for public patients, 
$4.00 for semi-private patients and 
$5.00 for private patients. At the 
University of Alberta Hospital the 
flat rate is not only varied for the 
three classes of patients but is varied 
on a one-day, two-day and three-day 
basis. For public patients there is 
a charge of $1.00 per day for three 
days. Semi-private patients are 
charged $2.00 the first day, $1.00 for 
the second day and $1.00 for the 
third day. For private patients there 
is a charge of $3.00 for the first day, 
$1.00 for the second and third day. 
In addition to these flat rates there 
are special charges made to all 
patients alike. At the Children’s 
Memorial Hospital in Montreal 
there is a flat rate of $2.00 for rou- 
tine laboratory work charged to all 
patients. In the case of a public 
patient, this $2.00 covers everything, 
but if additional laboratory work 


is required on semi-private or pri- 
vate patients the flat fee is raised 
to $5.00. 
X-ray Charges 

Twenty-one hospitals reported 
that they make a reduction to these 
two classes of patients. Of these 
twenty-one hospitals, seven reported 
a reduction of 50% or more from 
private rates; four make no charge; 
five did not state the amount of 
reduction; two hospitals have a re- 
duced flat rate for these two classes 
of patients; one makes a reduction 
on the higher X-ray charges; one 
hospital has no fixed charge but a 
reduction is always made according 
to the circumstances of the patient; 
one makes a reduction of 50% to 
semi-public patients, and makes no 
charge to paying public patients, 
here differentiated. 

Twenty-three hospitals reported 
that they do not make a reduction 
in the fees for X-ray services to pay- 
ing public or semi-public patients. 
Three of these hospitals have a 
special rate for W.C.B. cases. Four 
hospitals stated that they make no 
reduction to semi-public patients 
but make a 50% reduction to pay- 
ing public patients. 

As mentioned under “Clinical 
Laboratory Charges,” several hospi- 
tals noted that, while there was no 
stated reduction, they would vary 
the rate to meet special circum- 
stances of the individual patient. 
This, we presume, would be done 
by all hospitals. 

As also mentioned above, it would 
appear in most instances, although 
not always stated, that charges to 
semi-private and to private patients 
would ordinarily be the same. How- 
ever, at the Notre Dame Hospital 
in Montreal the semi-private patients 
were charged the same reduced rate 
charged to semi-public patients. 

Comments 

In one hospital paying public 

patients are not charged, or rarely 
(Continued on page 72) 
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When a Bomb Explodes! 


NE of the most potent weapons 
of the war has been the aerial 
bomb, or its next-of-kin, the 


aerial torpedo. Most injuries occur 
from bomb fragments, but many peo- 


ple have been seriously injured or ~ 


killed who have shown no visible 
evidence of injury. That which hap- 
pens in a direct hit is all to obvious, 
but what causes injury or death to 
those just beyond the bomb crater 
yet who are missed by the bomb frag- 
ments? 

Considerable light has been thrown 
on this question by the experiments 
of S. Zuckerman of Oxford carried 
out in England for the Ministry of 
Home Security and in earlier reports 
on the value of Sectional Steel Shel- 
ters. When a high explosive shel! 
bursts a blast wave or ring of com- 
pressed gases travels outwards from 
the point of the explosion at a high 
rate of speed in an ever enlarging 
shell or sphere. As it enlarges its rate 
of speed decreases. This blast wave of 
compressed gases, lasting about 0.006 
seconds for a 70 Ib. charge, is capable 
of exerting two types of force: (1) it 
exerts a wind pressure on surfaces 
placed at right angles to its line of 
progress and (2) because of the tre- 
mendous compression of the gases in 
this enlarging wave or shell, it exerts 
a crushing pressure on any object en- 
gulfed in it which is not a buffetting 
action as with (1) but is equal in all 
directions similar to the hydrostatic 
pressure on a deep sea diver. This 
pressure exerted at a distance of fif- 
teen feet from a 125-pound charge ot 
high explosive may attain 200 pounds 
per square inch. (Normal pressure 
is 15 lbs.) And they are using 1000- 
pound bombs! 

Then a third action takes place. As 
the hot expanded gases cool, they con- 
tract or collapse and produce a partial 
vacuum which passes out from the 
point of explosion as a “suction 
wave.” This is not as intensive as the 
wave of positive pressure but has a 
very destructive action on buildings 
and on certain human tissues. 

What happens to man? First he is 
“hit” by a wind of terrific velocity 
and practically at the same moment 
he is subjected to a crushing pressure 
from every direction, on his skin and 
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through his trachea right down into 
his lungs. Then he is immediately 
caught in a near-vacuum. What is 
the result? 

Observations have been made on 
blast-killed soldiers in the last war 
and on animals by Hooker and now 
by Zuckerman. The soldiers killed 
only had lesions in their lungs, hem- 
orrhagic lesions. These could have 
been caused by the high pressure 
phase rupturing the alveoli; or the 
alveoli could have burst when the 
low pressure phase caused a partial 
vacuum in the bronchioles; or the 
lung could have been bruised by the 
violent impact of the explosion on 
the chest wall. 

Animal experiments indicated that 
bruising of the lung by external im- 
pact to the chest wall is the correct 
explanation. The animals had most 
lung injury on the side nearest the 
explosion and much of the injury 
could be prevented by placing a pro- 






































tective jacket of sponge rubber over 
the chest on that side, thus cushion- 
ing the impact. The portions of the 
lung most frequently affected were 
the areas anterior and lateral to the 
pericardium or the thin wedge be- 
tween the chest wall and the dia- 
phragm. Of clinical importance is 
the gravity of giving a general anaes- 
thetic to such patients for the treat- 
ment of other injuries sustained at 
that time. 

The findings in 27 Royal Navy 
patients who had been injured by 
the bursting of H. E. bombs at short 
range are reported by Dean, Thomas 
and Allison. Evidence of gross lesions 
in the chest was absent but several 
showed residual bulging of the lower 
part of the chest, and diminished 
movement of the diaphragm, one had 
evidence of a collapsed lobe, one had 
patchy consolidation, and there was 
some radiological evidence in some 
of a “bruised pleura.” 

—G.H.A. 
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Ontario Hospital 


Dr. F. W. Routley Improving 


We are pleased to report that Dr. 
Fred W. Routley, Secretary of the 
Ontario Hospital Association, is 
showing rapid improvement and is 
expected to resume a portion of his 
duties at least within a short time. 
His illness is now reported to be 
not as grave as was first thought. His 
work as National Commissioner of 
the Red Cross has been most exact- 
ing and his illness, like that of so 
many others in public life, can be 
attributed in large measure to the 
strain of these public responsibilities. 

—Editor. 


* * * 


Compulsory Hospitalization For 
Tuberculosis in Ontario Forecast 
In the speech from the throne in 

the Ontario legislature it was an- 
nounced that there would be sub- 
mitted a measure requiring compul- 
sory hospital treatment where neces- 
sary for persons in an infectious state 
of pulmonary tuberculosis. Legisla- 
tion of this type now exists in some 
of the western provinces. As a result 
of an intensive programme of pre- 
vention and control, the death rate 
from tuberculosis showed another 4 
per cent decrease during the past 
year. It is now down to 28.9 per 
100,000 of population, as compared 
with 64.7 for the rest of Canada. 


* * * 


Mrs. John Ferguson 

The many friends of the late Dr. 
John Ferguson, the grand old man 
of Canadian hospitals who died in 
December of 1939, will regret to 
learn of the death on February 25th 
in Toronto of his widow, Mrs. Helen 
Baird Ferguson, in her eighty-third 
year. 

* * * 


Association Now Incorporated 
In February the final details in 
the incorporation of the Ontario 
Hospital Association were completed. 
At a general meeting of the mem- 
bers, the individual and hospital 
memberships and the assets were 
transferred to the new body and the 

Board of Directors reappointed. 
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Addition at Windsor 

The Board of Health of Windsor, 
Ontario, has authorized the prep- 
aration of preliminary sketches for 
an addition to the Metropolitan Gen- 
eral Hospital to house the hospi- 
tal's cancer clinic and to provide ac- 
commodation for the treatment of 
nervous disorders. 

* * * 
Hospital at Listowel Opened 

The new $48,000 hospital at Lis- 
towel, was opened late in January. 
Funds for construction were received 
from both the County of Perth and 
the town itself, and the hospital 
board had $12,000 on hand for con- 
struction. 

* + * 
WOMEN’S HOSPITAL AIDS 
ASSOCIATION 


Province of Ontario, Canada 
Association formed 1910 


Individual Aid formed 1865 
VER 78 children enjoyed the 
O privilege of staying at the 
Children’s Convalescent Hos- 
pital, operated on the shore of Lake 
Ontario by the Women’s Hospital 
Aid of the Hamilton General Hos- 
pital. The hospital has been offered 
for the accommodation of children 
evacuated from Britain should the 
need arise. Besides this very worth- 
while project the Aid carries on a 
great deal of social service work and 
visitors and ward service are looked 
after by Mrs. F. W. Hamilton’s com- 
mittee. Mrs. Malcolmson, as con- 
venor of transport, was able to assist 
with her committee at the Golden 
Jubilee of the hospital. 
Thirty-three student nurses re- 
ceived their caps from the hands of 
members of the preceding class at a 
“capping ceremony” at Victoria 
General Hospital, London. After a 
candlelight ceremony in which “Cap- 
ping the Nurse” by Mrs. Margaret 
Rhynas was used, refreshments were 
served to parents and friends of the 
students. 
At the annual meeting of the 
Brantford General Hospital Auxil- 


Asdeciation News 


iary, Mrs. John Hodge was returned 
to the presidency. The past year has 
been an outstanding one for the 
Auxiliary, for in addition to its regu- 
lar work, its members contributed 
$10,000 toward the furnishing of the 
new Queen Elizabeth Pavilion. 

January Nite, the annual fete at 
the Royal York which is sponsored 
by the Women’s College Hospital 
Aid of ‘Toronto was a great success 
this year and over two thousand dol- 
lars was realized. 

The Mount Sinai Hospital Wom- 
en’s Auxiliary of Toronto last year 
donated over $11,000 to the hospital 
and contributed nearly $800 to the 
War Donations Fund of the Wom- 
en’s Hospital Aids Association as 
well. 

St. Andrew’s Hospital Aid, Mid- 
land, has already contributed its 
first quota of one thousand dollars 
to the War Activities Committee and 
the second quota for the same 
amount has almost been realized. 
The hospital is aiming at five quotas 
of one thousand dollars each. 

We do not hesitate to say that in 
the days to come the members will 
all feel pride that they have helped 
place the name of this Association 
along with all other organizations 
contributing to so needful and 
worthy a cause. 

In this, the greatest struggle for 
humanity and democracy, God grant 
we may be selfless in our sacrifice 
and generosity, striving ceaselessly to 
do our part for God and King and 
the priceless freedom we are privi- 
leged to enjoy. With much gratitude 
to all who have thus far given this 
effort loyal support, and to those 
who are working to this end, the 
Committee extend much apprecia- 
tion. 

“Democracy, where would it be, 

Tossed on a wild unguarded sea, 
The sport of evil destiny, 

If England died to-night? 

What of the little peoples then, 

What of their liberties and when, 
Where would we find the conquer- 

ing men, 

If England died to-night?” 


Condensed from the report of Mrs. G. W. 
Houston, Corr.-Secretary. 
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The visit to the hospital of Her 
Majesty, Queen Elizabeth, and 
Their Royal Highnesses, Prin- 
cess Elizabeth and Princess Mar- 
garet Rose, was a gala occasion. 

e 

At the Canadian 
2 
‘Red Cross Hospital 
in England 








Mr. R. B. Bennet speaking at the formal 
opening of the hospital. 





Above. These nurses are 
glad to sign for parcels 
from home. 


Left. The central court- 
yard of the hospital. On 
the far side is the en- 
closed corridor connect- 
ing all wings of the hos- 


pital. 
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CASES PER 1,000 POPULATION 


HE Division of Medical Sta- 
tistics of the Ontario Depart- 

ment of Health under the di- 
rection of Dr. Hardisty Sellers, 
Medical Statistician, has made a val- 
uable contribution to our knowledge a 10 20 30 ni 50 60 70 80 90 
of the causes of hospital illness, in AGE 
publishing an extensive 53-page an- 
alysis of hospital morbidity and its 
causes. This constitutes Part V of Y a p 


“A Survey of Public General Hos- 500 DAYS OF CARE 
itals in Ontario”. This report is 
the fist omy at wuosae || 


















































the first complete study of its kind 
in Canada. Few countries (New 
Zealand is an exception) have data 
of any sort on the causes of hospital 
illness. The Department takes the 
view that knowledge of the relation 
between morbidity and mortality 
and information on the incidence of 
sickness are sufficiently important to 
the state as well as to those working 
with the patients that a definite step 
in this direction was indicated. 
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This study was based upon 60,743 0 
patients discharged from or dying in 0 10 a ” a AGE ad ad " ” ad 
all public general hospitals in On- 
tario during the three-month period ¥ | | | | é 
ending December 31, 1936. The pa- / 
tients in residence on March 31, 30 — AVERAGE - 


1937, numbering 9,784 were also in- 
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er consideration to 70,527. While 25 +4 UOSBITAL STAY oma 


extensive analytical tables are pre- 
sented, the general findings are ad- 
mirably summarized in the charts 
which are presented herewith. These 
charts indicate a preponderance of 
the diseases of the digestive system 
in hospital patronage, not only in 
frequency of cases but in length of 
hospitalization. Pregnancy and child- 
birth hold second place in both 
tables, a position in the scale which 5 ' 
would seem reasonably secure in the 
light of the increasing use of hospi- 
tals for obstetrical work. The rela- 
tively short stay of infants is shown 0 10 20 30 40 50 60 70 80 90 
in the fact that while the hospitali- AGE 
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zation of infants placed them in 
third position, infants rank in fourth 
position in considering the length of 
stay. 
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The importance of appendicitis is 
shown in that there are approxi- 
mately 16,000 cases per year. There 
were almost as many days of care as 









































were required for cancer and arth- 
ritis combined, and of all provincial 
aid, 6.5 per cent was for patients hos- 
pitalized for appendicitis. Hernia 
is a more important problem in 
terms of hospital days than chronic 
arthritis. 


Of significance is the observation 
that abortion or miscarriage con- 
tributed 1,167 discharges, which 
would mean over 4,000 hospitalized 
abortions or miscarriages each year 
or | for every 15 live births in the 
province and one for every 7.5 live 
births in the hospital. Moreover, a 
great many women who abort do not 
go to hospital. 
Ten per cent of all patients un- 
der the survey were hospitalized be- 
cause of accidents or injuries. Frac- 
tures alone were responsible for 
2,493 patients and 51,573 days of 
care. Fractures of the lower ex- 
tremity alone made up 15 per cent 
of all accident cases and one third 
of all accident hospital days. 





In the graph dealing with provincial aid per 
case, the “cents per capita” applies to all admis- 
sions not merely to those for whom the provincial 
aid was paid. 


Graphs—courtesy Statistical Division, Depart- 
ment of Health, Province of Ontario. 


Bi-monthly Publication on Problems 
of Sterilization Issued 

The American Sterilizer Company 
of Erie, Pa., has undertaken the pub- 
lication of a bi-monthly booklet, 
“The Surgical Supervisor”, which it 
is hoped will prove a medium for 
passing on the results of research in 
the field of sterilization to hospital 
workers. The first number, issued in 
January, reviewed briefly the history 
of sterilization and outlined the 
basic requirements as they are under- 
stood at present. Later issues, it is 
believed, will be devoted to specific 
details of technique. 


Air Stewardess Winnipeg Graduate 


Miss M. G. Mayne, T.C.A. stew- 
ardess killed in the first passenger 
crash of the T.C.A. near Armstrong 
on February the 6th, was a graduate 
of the school for nurses at the Win- 
nipeg General Hospital. Upon her 
graduation in 1937 she served on the 
staff of that hospital and later joined 
the nursing staff at Ninette Sana- 
torium. 
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Equipment List and Floor Plan 


Prepared by Florence W. Stacey, 
Chief Dietitian, University of Alber- 
ta Hospital, Edmonton, Alta., and 
printed in “The Hospital Yearbook,” 
Vol. XVIII. 


OLLOWING is an equipment 
F list for a hospital of 100 beds 


feeding an average of 200 per- 
sons per meal, including 85 ward pa- 
tients, 15 private patients, 70 nurses, 
doctors and members of the admin- 
istrative staff and 30 domestic and 
other employees. Service to patients 
is to be by means of electrically 
heated portable food trucks from 
floor pantries. 

The cafeteria and dining room for 
nurses, doctors and members of the 
administrative staff are to have an 
area of 1050 square feet, while the 
employees’ cafeteria is to have an 
area of 450 square feet. The main 
kitchen area is to occupy 2,136 
square feet, exclusive of locker 
rooms, dish-washing unit and store- 
room areas. The storeroom area is 
to contain 224 square feet. 

The ceiling throughout the area 
is to be 14 feet high. The two kitchen 
sides of the dietitian’s office are to 
have glass walls, the glass starting 
three feet from the floor. The store- 
room is to have frost wire walls on 
the two kitchen sides. 


I. Main Cooking Unit 

1. Gas Ranges (two): each range 
32” wide by 42” deep by 68” 
high; with ovens (two), 24” x 
28” x 15”; box shelves over 
ranges (two), 40” x 15”. 

2. Broiler: radiant type, 32” by 34” 
deep by 631,” high. 

3. Steam Jacketed Kettles (two): 
20 gallon capacity each; alumi- 
num, pedestal type, stationary, 
hinged cover. 

4. Steamer: 2 compartment unit; 
floor space, 33” width by 361,” 
depth. 

5. Cook’s Combination Steam Ta- 
ble: stainless metal, No. 14 
gauge; 36” high by 10’ long by 
42” wide; sink 12” from left end 


6. 


~I 


. Sink: 


. Refrigerator; 


of table, 3” from each side, 24” 
x 24” x 12” deep; bain-marie 6” 
from right end of table, 3” from 
each side, 48” x 25”; slatted un- 
dershelf; one drawer, 24” x 22” 
=<". 

Mixing Machine: 30 quart ca- 
pacity; floor type, base 22”x32”; 
with bowls, beaters, whips, 
dough hook, meat chopper, pu- 
ree sieve, vegetable slicer, knife 
sharpener and other attach- 
ments. 

Deep Fat Fryer: round, 14” in- 
side diameter; 34” high by 1614” 
across by 301,” deep. 


. Hood: stainless metal with stain- 


less metal rim; 14’ long by 8’ 
wide by 30” high, to be suspend- 
ed over range, steamer, steam 
jacketed kettle, fry kettle, broil- 
er, ovens. 


II. Salad and Sandwich Unit 
Table: stainless metal, No. 16 
gauge top; 6’ x 30” x 36” high. 
stainless metal, No. 14 
gauge; one-compartment, 30” x 
24” x 10” deep, with 10” splash- 
back; drain board, 24”. 

inside measure- 
ment, 2’ deep by 4’ wide by 5’ 
high; insulated with cork, lined 
with stainless sheet metal, com- 
plete with motor and coil of size 
sufficient to chill refrigerator 
properly. 


III. Combined Baker Unit and 
Special Diet and Nourishment 
Preparation Unit 


Refrigerator; exact size and con- 
struction as Item 11. 

Table: stainless metal, 16 gauge 
top; 6” x 30” x 36” high. 


. Gas Hot Plate: heavy duty type, 


solid top with ring and centre, 
one two-control two-ring burn- 
er; 24” wide by 34” deep by 
5614” high; storage compart- 
ment below. 

Sink: stainless metal, No. 14 
gauge; one-compartment, 30” x 
24” x 10” deep, with 10” splash- 
back; drain board; 24”. 
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16. 


18. 


21. 


22. 


24. 


Storage Cabinet: stainless metal, 
No. 16 gauge; 6’ high by 24” 
wide by 36” deep; adjustable 
shelves. 

Cooling Rack: stainless metal, 
No. 20 gauge; portable, with 
swivel casters; 56” x 19” x 56”; 
nine removable. woven wire 
shelves; angle iron slats. 

Pastry Table: stainless metal 
body, mounted on six stainless 
metal tubular legs; 8’ x 30” x 
36” high; one half of the top, 
marble, 144” thick, and the 
other half, white wood, 114” 
thick, three drawers. 

Movable Table: stainless metal, 
No. 16 gauge top; 4’ x 30” x 36” 
high; swivel casters. 


. Supply Bins or Garbage Cans 


(ten): 20 gallon capacity, 16” 
in diameter, 26” in height; made 
of copper-steel, hot dipped, gal- 
vanized, heavy 21/4,” ribbed steel 
hoop, both top and bottom, se- 
curely riveted to outside of 
body; snug fitting covers; three 
of these to be mounted on caster 
platform to roll under baker's 
table to be used as containers 
for such supplies as flour and 
sugar. 

Bake Oven: double deck; total 
dimensions 48” wide by 401%” 
deep by 634%” high. 


IV. Potwashing Unit 


Pot and Pan Rack: stainless 
metal, No. 16 gauge; 6’ long by 
22” wide by 4’ high; four 
shelves. 

Pot Sink: stainless metal, No. 
14 gauge; two compartments; 5’ 
long by 30” wide by 14” deep; 
36” from floor; 14” splashback 
and two 30” drain boards. 
Portable Sink: stainless metal, 
No. 14 gauge; 6’ x 24” x 10” 
deep; sloping bottom with stop- 
per in centre to release water; 
mounted on__ stainless 
legs with wheels. 
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QUICKER ABSORPTION 


Cellucotton Absorbent wadding offers a 
number of exclusive construction character- 
istics and refinements which make it more 
satisfactory, efficient and economical as a 
hospital absorbent than any other cellulose 
material. 

Cellucotton, for example, has thinner 
sheets than ordinary cellulose wadding.Thin 
sheets are a great advantage. The thinner 
the individual sheets in a layer, the more 
effectively the individual fibres are exposed 
for absorption of the drainage. Cellucotton’s 
thinner ests give greater porosity, which 
results in measurably quicker absorption. 

This is only one of the several reasons why 
Cellucotton possesses the greatest effective 
absorbency and capillarity. Ask the Curity 
representative to demonstrate these and 
other points of the superiority of Cellucot- 
ton Absorbent Wadding to you. 


BAUER & BLACK LIMITED 
LEASIDE - TORONTO 
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V.. Vegetable Preparation Unit 
Preparation ‘Table: _ stainless 
metal top, No. 16 gauge; 6” x 
30” x 30” high; two drawers and 
slatted undershelf. 

Vegetable Sink: stainless metal, 
No. 14 gauge; two compart- 
ments; 5’ x 24” x 12” deep; 12” 
splashback; two 24” drain 
boards. 

Slop Sink: stainless metal, No. 
14 gauge; one-compartment, 14” 
x 12” x 10” deep; 12” splash- 
back. 

Vegetable Peeler: 15 pound ca- 
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EMDLOYEES LOCKER ROMS 


pacity; bench type, 25” high by 
201,” wide. 

Broom and Mop Cupboard: 
stainless metal construction, No. 
20 gauge; 15” wide by 24” deep 


by 80” high; with broom 
clamps, hooks, two adjustable 
shelves. 


VI. Butcher’s Unit 
Meat Block: 24” x 24” x 16” 
deep, of sectional maple strips, 
mounted on turned wooden 
legs. 
Table: stainless metal top, No. 
16 gauge; 6’ x 36” x 34” high. 
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55. 
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VII. Storeroom 
Scales: capacity 500 pounds; 
beam 50 pounds, by 4% pound 
graduations; 18” x 36” overall. 
Flat Truck: low slung, heavy 
wooden construction; 36” x 24” 
x 12” high. 
Receiving Table: stainless metal 
top, 16 gauge; 8’ x 36” x 34” 
high. 
VIII. Kitchen Refrigeration 
Walk-In Boxes (four) : stainless 
metal exterior, lined with stain- 
less metal, insulated with cork; 
inside measurements of each 
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lt. The equipment for the preparation of . Air in the litre solution filling room is 3. Containers are all inspected individually 
litre solutions. These tanks are carefully kept constantly pure by filtration to discover the presence of any foreign 
sterilized with live steam as soon as through the oil film. matter, 


INTRAVENOUS 


BOL SOLUTIONS 


Su litte conlatners. 


FTER extensive investigation and research, the Abbott Laboratories 
offer the medical profession solutions of the highest standard of 
quality. This achievement of the Abbott Research Staff now en- 

ables hospitals to free themselves of the heavy burden and responsi- 
bilities connected with the preparation of bulky intravenous solutions. 
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Abbott Intravenous Solutions are guaranteed to be STERILE, STABLE ‘. Tee cleanin a? seein ab. 
and SAFE. They are prepared from chemicals of the highest quality a See 
and from chemically pure water. Moreover, they are altogether free onstrated routinely ‘by intra- 
° o8 ° . venous injection of samples of 

from all impurities, including pyrogens. the solutions into rabbits, the 
J rectal temperature of the ani- 
Representative samples from each manufactured lot of Abbott Intra- mee tee ee Coy See 
before and after the injections. 


| venous Solutions are tested for sterility by the same critical test which 

the Government prescribes for biological products. Abbott Solutions 

F are very low in latent acidity and contain no buffers. Preservatives are 
not used. 


Wi My 


‘tind di, 


Litre Containers 


Intravenous solutions are furnished in the Abbott Container, a bottle 
specially designed to resist high steam pressure sterilization. Its outer 
protective seal gives positive assurance of sterility. The inner cap is 
easily removed by the fingers, without danger of contaminating the lip 
of the bottles. When the cap is removed, there is no inrush of air to 
carry spores of air-borne bacteria or molds. Moreover, there is no 
rubber contact with the solution—no “rubber” odor or taste. 


New Technique and Equipment 


The new and original technique introduced by the Abbott Laboratories 
has been devised by our Research Staff after several years of experi- 
mentation in the largest clinics of this continent. Every detail has been 
studied in an endeavour to eliminate any loss of time on the part of 
those who use the Abbott equipment. 





5. Following final sterilization, 
intravenous solutions are 


: Our representative will be very pleased to give a demonstration pec gg tl a 





light for foreign particles. 


of the New Abbott Intravenous Solutions and Abbott Equipment. 


ABBOTT LABORATORIES LIMITED 


20 BATES ROAD - . : OUTREMONT, P.Q. 
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. Electrically 


. Tray Table: 


box, 4 x 44’ x 8 high; mul- 
tiple compressor, complete with 
motor and coils of size sufficient 
to chill refrigerator properly. 
Movable Table: stainless metal 
construction with No. 16 gauge 
top; 4” x 30” x 36” high; swivel 
casters. 


IX. Patients’ Service Trucks 
Heated ‘Trucks 
(four): each with serving ca- 
pacity of 25 to 35 patients; three 
4-quart compartments, two 6- 
quart compartments, plus meat 
tray, 4” deep; 42” long by 26” 
wide by 38” high; with two 
hinged tables raised at the 
ends, over-all length becomes 
63”. 

X. Dishwashing Unit 

Dishwasher: length (at table 
height), 2434”, width, 30”; 
with six 20” x 20” racks. 
Soiled Dish ‘Table: stainless 
metal top, No. 16 gauge; 8’ x 
30”. 
Clean Dish Table: same as 
Item 39, except for 6’ length. 
Movable Dish Truck: three 
shelves of stainless metal, No. 
16 gauge; 36” long by 24” wide 
by ¥ high; swivel ball-bearing 
wheels. 


XI. Employees’ Cafeteria 


Tray Rail: stainless metal; 
131%’ long, mounted on pipe 
legs, permanent, 38” high; spe- 
cial feature—‘gated” to allow 
hinged opening at point 36” 
from end adjacent to kitchen 
and 63” farther on to allow en- 
try of movable steam truck. 


Food Truck: 63” long (opened 
up) by 26” wide by 38” high; 
with locking wheels which can 
be reversed to 90° angle to 
drive truck sideways into posi- 
tion at cafeteria counter. 

Flat Top Warming Cabinet 
Dish Table: 3” x 26” x 38” 
high. 

stainless metal, 
No. 16 gauge top, with slatted 
shelf 3’ x 26” x 38” high. 
Table (equipped with unit for 


salads and desserts): 5’ x 26” x 
38” high. 


. Ice Cream Storage Cabinet: 


stainless metal, No. 16 gauge; 
18” x 18” x 38” high. 
Coffee Maker Stand and Cup 


Warmer: 24” x 12” x 38” high, 
with two-bowl coffee maker. 

49. Sink: stainless metal, No. 16 
gauge; 12” x 12” x 10” deep. 

XII. Nurses’, Doctors’ and Staff’s 
Cafeteria 

50. Cafeteria Serving Counter: 14 
long by 32” wide by 36” high; 
front side, stainless metal, No. 
20 gauge; back open to allow 
portable tables to slide beneath 
counter (except in case of 
steam equipment); top, stain- 
less metal, No. 16 gauge; to be 
equipped with tray slide, tray 
stand, steam table, plate space, 
cold pan; compressor with \%4 
H.P. air cooled motor to be 
mounted under counter adja- 
cent to cold pan. 

51. Coffee Urn (combination urn) : 
3 gallon capacity; stainless 
metal body, No. 18 gauge; heat 
resistant glass jar. 

52. Urn Stand and Cap Warmer: 
stainless metal, No. 16 gauge; 

4’ long by 24” wide by 34” 
high. 


53. Ice Cream Storage Cabinet: 


stainless metal construction; 
24” x 18” x 30” high. 

54. Automatic Electric 
six-slice. 

55. Refrigerator: inside measure- 

ment, 2’ x 2’ x 5’ high; insu- 

lated with cork, lined with 

stainless metal, complete with 
motor and coil of size sufficient 
to chill refrigerator properly 
(same as Item 11). 

56. Table: stainless metal top, No. 
16 gauge; 6’ x 30” x 36” high. 

57. Table: same construction as 
Item 56, with size 4” x 36” x 
36” high. 

58. Sink: stainless metal, No. 16 
gauge; 12” x 12” x 10” deep 
(same as Item 49). 

59. Hoods (two): stainless metal 
with stainless metal rim; one, 
41%’ long by 2’ wide by 30” 
high, to be suspended over urn 
stand; one, 6,’ long by 3’ 
wide by 30” high, to be sus- 
pended over steam table. 
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Importation of Rubber Gloves Prohibited 


The Canadian Hospital Council 
has been informed that the importa- 
tion of rubber gloves for surgical 
purposes from non-sterling countries 
has been prohibited under Scheduie 
One of the War Exchange Conserva- 
tion Act, 1940. The “sterling area’ 
means the territories under the sov- 
ereignty, protection, suzerainty, Oi 
mandate of His Majesty (except 
Canada, Newfoundland and Hong 
Kong) and such other territories 
whether or not under the sovereign- 
ty, etc., as may be designated by the 
Governor in Council. 

Gloves and mitts of all kinds, 
n.o.p., may be admitted free of duty 
under Schedule Two which covers 
articles grown or made in the United 
Kingdom. 

This restriction has been ruled 
not to apply to the special lead-im- 
pregnated gloves imported for the 
protection of x-ray operators. ‘These 
are not made in Canada. The Com- 
missioner of Customs has requested 
that any person desiring to import 
these x-ray gloves from a non-sterling 
country should use the standard 
“Application for Permit to Import 
War Materials and Other Goods” 
supplied by the government. These 


can be obtained at the principal 
ports of entry. 


Special 25% Levy on Operating 
Lights 

Operating lights imported from 
the United States are now subject on 
importation to an extra excise tax of 
25 per cent levied on the customs 
duty paid value. This tax imposed 
on electric or gas light fixtures and 
on lamps, shades, globes and reflec- 
tors thereof, went into force Decem- 
ber 2nd last and is applicable on all 
lights not then in transit to Canada 
even though the order may have 
been placed previous to that date. 
This impost is in conformity with 
the provisions of the War Exchange 
Conservation Act, 1940. There is 
also payable the 10 per cent War 
Exchange Tax as well as the regular 
customs tariff and other taxes. 

Quartz ultraviolet lamps, infra- 
red heat lamps and short wave ma- 
chines sold to hospitals and doctors 
are not regarded as being subject to 
the Excise Tax of 25 per cent. 


Have you renewed your sub- 
scription to THE CANADIAN HospI- 
TAL? 
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CHEMICALLY AND BIOLOGICALLY 






TESTED TO ASSURE 






EXCEPTIONAL PURITY 














THE extreme care used in the production of Cyclopropane 




















Squibb results in a gas of exceptional purity. Exacting 
control begins with the selection and testing of the raw materials. Elaborate purifi- 
cation methods are employed and careful chemical analyses are made of each lot 
before it is released for sale. In addition, representative lots are biologically tested 


on rhesus monkeys. 

The high quality of Cyclopropane Squibb has been amply demonstrated by 
clinical experience and the product has been generally accepted by anesthetists 
throughout the world as a dependable anesthetic agent. 

Cyclopropane Squibb is supplied in 30 (AA)-, 75 (B)-, and 200 (D)-gallon 
cylinders. The cylinders are made of special steel which makes them light in 
weight, yet comparable in strength to the old-type, heavy cylinders. 

Note: Cyclopropane is a highly potent gas and should be used only by anes- 


thetists familiar with the technique of its administration. 


For literature and information on Cyclopropane write 
36 Caledonia Rd., Toronto, Ont. 
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Are You Planning to Observe 
National Hospital Day? 


plans for the observance of Na- 
tional Hospital Day on May 
12th. This date falls on a Monday 
and most hospitals will focus their 
programme on that day. Others, 
however, may feature observance on 
the preceding Friday or Saturday or 
possibly on the Sunday. National 
Hospital Day, popularized by the 
late Mathew O. Foley and now ob- 
served widely across the continent, 
has become an accepted procedure 
in hundreds of communities and has 
been of inestimable benefit in creat- 
ing interest in hospital activities. 
Not only has it enabled hospitals 
to more effectually and dramatically 
place their work and needs before 
their communities, but it has in turn 
developed and fostered an attitude 
of sympathy on the part of the pub- 
lic which has stood the hospitals in 
good stead throughout the year. 


The observance of Hospital Day 
has been greatly stimulated by the 
annual competition for the cups and 
plaques awarded to outstanding ob- 
servance in hospitals of different 
types and sizes. These awards are 
made by the National Hospital Day 
Committee of the United States and 
Canada (illustrated above). This 
committee under the chairmanship 
of Mr. Albert Hahn, Evansville, In- 
diana, does a great deal of work each 
year checking over the reports sent 
in by the competing hospitals and 
evaluating the standing of these in- 


Ti IS now time to begin making 
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stitutions. Only one Canadian hos- 
pital, the Brantford General Hos- 
pital, has won in its class, but it is 
hoped that others will be able to 
emulate this good example in the 
future. There are separate classifi- 
cations for large and small centres 
and also an award for the hospitals 
in the city where their united ob- 
servance of National Hospital Day 
is considered the best. 

There are endless ways in which 
National Hospital Day can be ob- 
served. Many hospitals have “open 
house” on that day and there may 
be co-operation by the pathological 
laboratory and by the x-ray depart- 
ment in setting up exhibits of inter- 
est to the public. Addresses may be 
given at service clubs that week and 
over the radio. A hospital film may 
be shown in an auditorium or to 
visitors at the hospital. Some hos- 
pitals arrange a community health 
meeting for that night, use the oc- 
casion to dedicate a new building or 
some new equipment, have a baby 
reunion of babies born in the hos- 
pital, have a reunion for the nurses’ 
alumnae or have a tea for the par- 
ents of student nurses. In a number 
of centres a National Hospital Day 
parade has been arranged, posters 
may be set up in store windows, 
essays on hospitals, nursing, public 
health, etc., could be the basis for a 
contest in the schools. Some hospi- 
tals set up exhibits for weeks in ad- 
vance in the hospital lobby, some 





mark the occasion with a dinner for 
the Board of Trustees and the medi- 
cal staff and their wives. Advertising 
displays can be placed in street cars, 
strip bumper signs made available 
for motor cars or small plaques for 
car windows. Literature could be 
distributed at service and other club 
meetings as well as arranging for 
speakers. Movie “trailers” and radio 
“plugs” can be prepared. 

The ministers are usually quite 
willing to assist. They will almost 
invariably agree to make some ref- 
erence from the pulpit. In the last 
few years Mother’s Day has been ob- 
served on the same Sunday and this 
has frequently proved a distraction 
in obtaining pulpit support, but the 
observance of Mother’s Day has been 
so commercialized by florists, confec- 
tioners and others that it has lost 
most of its sentimental appeal. 

Talk it over right now and see if 
your hospital could develop a Na- 
tional Hospital Day Programme. 

The reports submitted to the Com- 
mittee are yearly becoming more ex- 
tensive. In the illustration above 
will be noted a number of scrap 
books in which have been pasted 
newspaper clippings, photographs of 
prize winning babies, programmes 
for public meetings, photographs of 
departmental exhibits, of parties, of 
billboards and of the many other ac- 
tivities undertaken. Each year the 
standard of excellence is steadily ris- 
ing. 
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Soda and Acid Type 
for free burning fires 
: in paper, wood, rub- 
} bish and _ textiles. § 

Quenches and kills [TURN BOT TOMEN 
fire quickly. aECTIONS FoR 


Pyrene manufactures 
the correct type of fire 
extinguisher for every 
fire hazard. All ap- 
proved by the Under- 
writers’ Laboratories. 


Write for 
Free Booklet 
“How To 
Put Out Fires’’ 
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ee MANUFACTURING ~— 


OF CANADA LIMITED 


91 East Don Roadway, TORONTO 


The Hospital 
Goes Homelike 


x This is the title of a bro- 

chure describing and il- 
lustrating in detail the new 
standard of quiet comfort, 
charm and efficiency for the 
modern hospital achieved by 
the introduction of 


Imperial 
Hospital Furniture 


% Acopy of this brochure 

is yours for the asking. 
Please write Imperial Rattan 
Co. Limited, Stratford, Can- 
ada. 
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Why Do Superintendents Want 


Because 
They brighten up the 


wards. 


They bring in a bit of 


colour. 


They are soothing to 
the patients. 


Some of 
Canada’s 
Finest 
Hospitals 
have used 
Bland’s 
Probationer 


Uniforms 





for nearly 





\y 
S 


aN twenty years 


Bland’s Probationer ; 
. Will gladly 
Uniforms ie 


Are Superb 


all information 


You will be surprised how simple it all is, with not a jot of 
trouble for anyone—and prices to suit your 
probationer’s purse. 


Made only by 


Bland & Company Limited 


1253 McGill College Ave., 
MONTREAL, CANADA 

































A London Letter to Commence in April 


HE Canadian Hospital has 
been fortunate in obtaining 
the consent of one of Great Brit- 
ain’s outstanding hospital authorities 
to write us a letter each month telling 
us how the British hospitals are far- 
ing during these critical and strenu- 
ous days. These “London Letters” 
will be written by Mr. C. E. A. Bed- 
well, for many years House Governor 
to King’s College Hospital, a former 
editor of The Hospital and now 
consulting editor of Hospital and 
Nursing Home Management the 
leading British hospital magazine. 
The first letter will appear in our 
April issue. 
* ¥ * 
Doctor Awarded Medal for Heroism 
Dr. Norman C. Delarue of Toronto 
has been awarded a medal of the 
National Safety Council in recogni- 
tion of his heroism in resuscitating 
Dr. Frank B. Thomson, a fellow in- 
tern, when both were struck by light- 
ning in Algonquin Park last summer. 
Dr. Thomson was knocked unconsci- 
ous and Dr. Delarue, although tem- 
porarily paralyzed from the hips 
down, dragged himself over his com- 
panion and carried on artificial res- 
piration until breathing was started. 
He then dragged himself to a rang- 
er’s cabin and finally managed to hail 
two campers who were paddling off 
shore. After considerable effort the 
fire ranger was located and later the 
park superintendent was able to 
bring his plane to White Trout Lake, 
where the mishap occurred, and take 
off the injured doctors. Dr. Delarue 
interned at the Toronto General 
Hospital last year and Dr. Thomson 
at the Toronto Western Hospital. 


Growing U.S.A. Support 

While attending the “February 
get-together” in Chicago of the offi- 
cers and committees of a number of 
organizations concerned with hospi- 
tal work, we were much impressed— 
and encouraged—by the evidence of 
widespread and enthusiastic support 
being given to British activities. Ev- 
erywhere we saw people wearing 
“Aid for Britain’’ buttons; Don 
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Here and There 


Smelzer of Philadelphia, formerly of 
the Montreal General Hospital, has 
himself sold over $600 worth. Allen 
Craig, of Bangor, Maine, an old Ca- 
nuck, has exhausted his supply time 
and again. Mrs. Peter Ward of St. 
Paul, a former Montrealer, has or- 
ganized a group of nearly five hun- 
dred women who have undertaken a 
tremendous sewing programme for 
British needs. 


Cold Comfort at Its Best 


Each January now for a number 
of years the men in a village 9 miles 
west of Vita have staged a “bee” 
and have cut and delivered to the 
Vita General Hospital enough ice to 
last for the entire year. This indi- 
cation of community spirit is much 
appreciated by those in charge of 
this very active little hospital, which 
last year admitted 702 patients and 
had 3,300 visits to the Out-Patient 
Department. 

















Another Ski Casualty 


We regret to note that one of the 
skiing casualties of the winter sea- 
son is Mr. Gordon Friesen, well 
known administrator of Belleville 
General Hospital and formerly of 
Saskatoon. Mr. Friesen suffered a 
broken fibula while attempting a 
“Gelandesprung” or something of 
that nature and Miss Marjorie Rid- 
dell of our office staff, who combines 
artistic talent with secretarial abil- 
ity, has undertaken to portray the 
incident. 





By THE EDITOR 


Hail the Gauzeteers! 


A group of nurses in Moncton, 
most of them graduates of the Monc- 
ton Hospital School of Nursing, have 
formed a little organization called 
The Gauzeteers. Their task is to 
make up gauze and other supplies 
into dressings, etc., for the hospital, 
for unforeseen emergencies or for 
use as a war measure. The materials 
are provided by the hospital and are 
made into dressings, canned, la- 
belled, sterilized and stored for em- 
ergency use. Membership dues to the 
amount of ten dollars have been 
contributed by this group to the 
Duncan Memorial Fund. Miss Ina 
Duncan, R.N., a graduate of the 
school, lost her life when the Athenia 
was sunk at the beginning of the 
war, and as a memorial, a permanent 
endowment fund was created for the 
Canadian Red Cross in her name to 
aid Canadian soldiers overseas and 
later to assist in rehabilitation. 


* * * 


A Patients’ Guild Advocated 


Proper utilization of the good-will 
of ex-patients by the organization of 
a “Patients’ Guild” is suggested by 
Mr. Foster G. McGaw, president of 
the American Hospital Supply Cor- 
poration, and well known in the 
hospital field. This guild is intend- 
ed primarily for those patients who 
are not likely to join the regular 
hospital auxiliaries which require a 
good deal of active participation, 
but whose good will could, neverthe- 
less, prove an influential factor in 
favour of the hospital, when a ques- 
tion of community support, finan- 
cial or otherwise rises. Guild mem- 
bers would receive bulletins of hos- 
pital activities and invitations to 
social activities sponsored by other 
guild groups, but apart from the 
contribution of an annual member- 
ship fee of $1.00 and optional at- 
tendance at a yearly meeting dur- 
ing the annual “open house,” little 
would be required. Patients can be 
approached a day or two before 
leaving the hospital, when a note 
outlining the purposes of the Guild, 
together with an invitation to join, 
can be placed on the tray. 
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Answer: 


Becauseltheyjare"' top" quality 


and at less than a cent a serving, are 
a real help to thrifty hospital and 
institutional budgets. 

The richer, fresher-tasting, fruitier fla- 
vour of Gibbons Quickset Jelly Pow- 
ders and desserts are a delight to a 
patient's sensitive appetite — that's 
why they are so popular. 

It takes only 20 minutes—by the cold 


ae 


f 
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water method—to make Gibbons jelly 
desserts; and with any of the 10 grand 
flavours you get 5 more servings from 
every pound than other commercial 
products will give—that's why they are 
more economical. 


They are made in Shirriff's institutional 
laboratories exclusively for Canadian 
institutions—that's why you are sure 
of "Top" quality. 


Let us send you a case of assorted 
flavours. All orders are prepaid to 
your hospital. 


GIBBONS QUICKSET DESSERTS 


24 Matilda Street, Toronto 








JELLY POWDERS 
AND DESSERTS 


GIBBONS QUICKSET CHOCOLATE, CARAMEL AND LEMON DESSERTS ARE EQUALLY POPULAR AND EASY TO PREPARE 
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SOCKET 
CONTACTS TUBE 
AT EVERY POINT, 

OF SURFACE 


RUBBER 
EXPANSION 
SOCKET 


The rubber sleeve expands 
evenly from top to bottom— 
100% wall contact. New, im- 
proved one-piece quick acting 
positive grip. 


FAULTLESS BA CASTER 
FEATURES 


1 Simple construction, only 


three steel parts in the swivel 
mechanism. 

TWO COMPLETE uninter- 
rupted raceways of smooth 
steel, full hard, larger diam- 
eter. 

3 Top raceway made with 
drawn center hole for perfect 
alignment with the stem. 
Both top and bottom race- 
ways permanently fastened to- 
gether, eliminating the use of, 
and need for, spacers. 

5 MORE and LARGER grade A 
ball bearings completely fill 
raceways. 

ENTIRE HORN and both re- 
tainers hardened. 
EXTRA-LARGE diameter 
stem—for extra margin of 
safety. Hexagon shoulder is 
an integral part of the stem— 
a one-piece construction. No 
possibility of slipping. 
EXTRA-HEAVY reinforcing 
shoulder on solid steel stem. 
Especially compounded Full- 
Grip rubber socket expands 
evenly from top to bottom— 
100% wall contact. Absorbs 
floor shocks, noise, vibration. 
Easily inserted and firmly se- 
cured with few turns. 

10 Genuine Condux Electrically 
Conductive Wheel. 


2-CON 


This trade mark and a red and black marbleized pattern identifies the genuine and only 
electrically conductive caster wheel of its kind 








Specify 
\ = AA 
Bassick 
for EASY ... SMOOTH... SILENT SERVICE 


Working in collaboration with emi- 
nent hospital authorities, BASSICK 
engineers have developed scientif- 
ically designed and _ engineered 
casters for all types of — 
ipment -- chairs, furniture, 8, q ; 
bedside tables, laundry trucks, Rubber cushion 


4 ° slides for 
stretchers or other special equip- straight chairs 
ment. 


and furniture. 


When ordering new portable equip- 
ment specify “BASSICK” from the 
10,000 different types and sizes of 
BASSICK Casters and Floor Protec- 
tion Equipment. You can satisfy 
every requirement with greater ef- 
ficiency and economy. 


Casters, for 
office chairs, 
bedside tables, 


etc. 


' {@ | Casters for 
Bassick 4-inch rubber tired } beds. 


hospital bed casters. 


Casters for 
stretchers and 
specialized 
equipment. 


BASSICK Casters are made in Canada. Our Engineering Department and distributing organiza- 
tion is at your service. For complete information, write to: 








Bassick pivision 


STEWART - WARNER - ALEMITE CORPORATION OF CANADA, LIMITED 
BELLEVILLE ONTARIO 


Also Canadian Manufacturers of — Stewart-Warner Radios, “South Wind” Car Heaters, Alemite Lubrication Products 
and Automotive Hardware. 
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Hospitals Win Union Fight in Pennsylvania 


The Supreme Court of Pennsyl- 
vania has restrained the labour 
unions from making demands upon 
local hospitals in the name of their 
employees. Some twenty-five hos- 
pitals had refused to execute the pro- 
posed agreement with the unions or 
to negotiate an agreement and the 
unions had appealed to the Pennsyl- 
vania Labour Relations Board 
charging unfair labour practices on 
the part of the hospitals. The con- 
tention of the hospitals was that the 
formation of a union would result in 
demands that would jeopardize the 
financial ability of the hospitals to 
continue operation and that strikes 
or similar interruptions would jeop- 
ardize the safety of the patients. 

The Supreme Court upheld a low- 
er court in granting an injunction 
against the Labour Relations Board. 
“The effective unionization and at- 
tendant efforts to enforce demands,” 
stated the Court, “would involve re- 
sults far more sweeping and drastic 
than mere property rights. . . . It is 


not merely a question of suspending 
operation, ceasing work and _ stop- 
ping production, such as might be 
true in a steel mill or automobile 
factory; it is a question of protecting 
the health, safety and, in many cases, 
the very lives of those who need the 
services a hospital is organized to 
render. The results are quite differ- 
ent and more extensive than are in- 
volved in an ordinary labour dis- 
pute.” 

The Court also held that the Penn- 
sylvania Labour Relations Act did 
not apply because “hospitals are 
scientific institutions created for a 
humane purpose in amelioration of 
the sufferings of mankind”. Pointing 
out that they require the well co- 
ordinated services of many people, 
the Court held that “this would be 
impossible should we hold the la- 
bour act applicable with all its at- 
tendant ramifications, interruptions, 
and possible cessation of service due 
to labour disputes and attending 
financial inability to function”. 


Some of the hospitals involved are 
Roman Catholic institutions and it 
was a contention of counsel for the 
hospitals that the proposed labour 
agreement would affect all connected 
with the hospitals outside possibly 
the superintendent and assistant 
superintendent. The Association of 
Catholic Trade Unions stated, how- 
ever, that the unions had no inten- 
tion of trying to unionize nurses and 
members of religious orders. 


Dr. D. Fraser Gurd Celebrates 90th 
Birthday 


Dr. D. Fraser Gurd, former chair- 
man of the surgical staff of the Mon- 
treal General Hospital and assistant 
professor of surgery at McGill Uni- 
versity, is to be congratulated on the 
celebration of his 90th birthday last 
month. Dr. Gurd, who knew Lister 
in London and who was an intimate 
friend of Sir William Osler, began 
practising in 1879. During his prac- 
tice he delivered 3,500 babies with- 
out a maternal death, a record he is 
justly proud of. 





For Sanitation and Low 


Maintenance Install 


VICEROY 





Cross-Section View 


Write for illustrated folder 


MANUFACTURING COMPANY, LIMITED, 
CANADA 





The laminated core assures a seat of exceptional 
strength that will withstand the most severe abuse. 

The dense, highly polished, hard rubber covering is 
attractive in appearance and is impervious to moisture. 


Viceroy 5-ply Rubwood Seats are guaranteed for 25 


years. 


ICER 


WEST TORONTO — 











The CANADIAN HOSPITAL 






SOR canictisai hai 





soe miivsaae MR es 


wae TABBE8 








LTE DS t ii aie sais toies Hite 





0 na EE 


Ma AMEN 

















Complete Floor Protection is assured 
with \VICEROY CASTERS 








Hard Rubber 


easy, quiet 


maximum protection. 


There is a Viceroy Caster 


for Every Purpose 


Wheels, 
either soft or hard tread, with 
wide flat tread surface, give 


operation 






Viceroy Furniture Glides 
are low in cost, easy to 
install and eliminate noise. 


with 


and 





Glides are especially 
recommended for Pri- 
vate Rooms, Reception 
Rooms, Dining Rooms 
and Cafeterias. 





Construction 
Pontiac County Hospital at Shaw- 
ville, Que., is considering construc- 
tion of a new building and has ap- 
proached the provincial government 
with a request for a grant for this 
purpose. 


* * * 


A new wing to be built at an esti- 
mated cost of $16,000, is under con- 
sideration at Nanaimo General Hos- 
pital, Nanaimo, B.C. 


* * * 


A $65,450 hospital for sailors at 
Esquimalt Naval Barracks, B.C., is 
now under construction. Luney 
Brothers of Victoria are the contrac- 
tors. 

we *% * 


Work is to start as soon as weather 
permits on the proposed 50-bed 
Jewish Incurable Hospital to be 
built at Montreal. Kaplan Construc- 
tion Co., has been awarded the con- 
tract for construction. Estimated cost 
is $150,000. 


* * * 


The Sisters of the Immaculate 
Conception are planning a hospital 
for Asiatics in Vancouver. 
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The Vancouver General Hospital 
is considering the erection of a 200- 
bed public ward addition. Cost is 
estimated at $400,000. 


* * * 


Rough sketches of a 24-bed, $17,- 
000 wing have been submitted to the 
Swift Current Hospital board by 
Storey and Van Egmond of Regina, 
and the board is recommending con- 
struction to the city council. 


* * * 
A plan for a 10-bed hospital at 


Magrath, Alberta, has been endorsed 
by the ratepayers of the district. 


The new $15,000 hospital at Para- 
dise Hill, Saskatchewan, was opened 
to the public in February. Miss M. 
O’Handley, R.N., is superintendent. 


* * * 


It is reported that construction of 
a wing for maternity and surgicai 
cases at the Infant Jesus Hospital. 
Quebec City, is being planned. 


Brandon Considers Hospital Plan 


A committee has been appointed 
to investigate the possibility of hav- 
ing a hospital care plan operate in 
Brandon, Manitoba. 





May 12—National Hospital Day. 


P.E.I. (Joint Meeting) Halifax. 


September—Canadian Hospital Council. 





COMING CONVENTIONS 


June 9-14—institute on Hospital Accounting, Blooomington, Ind. 

June 9-14—Institute on Hospital Purchasing (A.H.A.), Baltimore. 

June 16-20—Catholic Hospital Association, Philadelphia, Pa. 

June 23-27—Canadian Medical Association, Winnipeg. 

July 2-3—New Brunswick Hospital Association and Hospital Association of N.S. and 


Aug. 13-27—Institute on Hospitial Administration, Chicago. 
Sept. 15-i9—American Hospital Association, Atlantic City. 


Oct. 8-10—Ontario Hospital Association, Royal York Hotel, Toronto. 















Price Movements in Canada 


(Extracted from the 1940 Report of the Department of Trade and Commerce, 
Dominion Bureau of Statistics, Internal Trade Branch) 


Wholesale and retail prices moved gradually higher during 1940 in con- 
tinuance of an advance dating from the outbreak of war. The 1940 increase 
of 4.0 p.c. in the cost of living index was slightly in excess of the wholesale 
price index increase of 3.1 p.c. However, from August 1939 to December 1940, 
the general wholesale price index rose 16.5 p.c. as compared with 7.1 p.c. for 
the cost of living index. 


Wholesale Price Index, 1913-1940 


Living Cost Index 1913-1940 












































(1926 = 100) (1935-39 — 100) 
General Producers’ Consumers’ Building and Total Food Fuel and Clothing 
Wholesale Goods Goods Construction Index Index Lighting Index 
Prices Materials Index 

1913 64.0 67.7 62.0 67.0 79.7 88.3 76.9 88.0 
1920 155.9 164.8 136.1 144.0 150.5 188.1 119.9 213.1 
1926 100.0 100.0 100.0 100.0 121.8 133.3 116.8 139.1 
1927 97.7 98.5 95.7 96.1 119.9 130.8 114.4 135.6 
1928 96.4 96.7 95.6 97.4 120.5 131.5 113.2 135.5 
1929 95.6 96.1 94.7 99.0 121.7 134.7 112.6 134.8 
1930 86.6 82.5 89.3 90.8 120.8 131.5 111.8 130.6 
1931 2k 67.1 76.2 81.9 109.1 103.1 110.0 114.3 
1932 66.7 62.4 71.3 T12 99.0 85.7 106.8 100.6 
1933 67.1 63.1 fe 78.3 94.4 84.9 102.5 93.3 
1934 71.6 67.8 74.1 82.5 95.7 92.5 102.5 96.9 
1935 72.1 69.5 73.6 81.2 96.2 94.6 100.9 97.6 
1935 74.6 72.4 74.7 85.3 98.1 97.8 101.5 99.3 
1937 84.6 86.1 79.5 94.4 101.2 103.2 98.9 101.4 
1938 78.6 75.8 77.2 89.1 102.2 103.8 97.7 100.9 
1939 75.4 70.4 75.9 89.7 101.5 100.6 101.2 100.7 
1940 
Jan. 82.6 79.0 82.3 94.0 103.8 104.5 105.5 103.3 
Feb. 82.8 79.1 82.7 94.0 103.8 104.5 105.8 103.3 
March 83.2 80.0 83.0 94.7 104.6 104.8 105.7 107.8 
April 83.1 80.4 82.4 95.1 104.6 104.8 105.9 107.8 
May 82.1 78.9 82.0 95.3 104.9 104.4 106.1 107.8 
June 81.6 77.3 82.3 95.2 104.9 103.8 106.0 109.1 
July 82.4 77.6 83.4 96.0 105.6 105.3 107.9 109.1 
Aug. 82.7 78.0 83.7 97.4 105.9 105.4 108.4 109.1 
Sept 83.1 78.3 84.1 97.9 106.4 105.4 108.5 112.4 
Oct. 83.3 78.3 84.2 98.2 107.0 106.1 108.0 113.5 
Nov. 84.0 78.9 84.9 98.5 107.8 108.7 108.5 113.5 
Dec. 84.2 79.3 85.2 98.3 108.0 109.1 108.5 113.5 

(For full details consult the literature issued by the Dominion Bureau of Statistics.) 

laundry equipment, housekeeping 


Manual of Specifications of Hospital 
Supplies and Equipment Available 


A Manual of Specifications for the 
Purchase of Hospital Supplies and 
Equipment has recently been issued 
by the American Hospital Associa- 
tion. This has been prepared by the 
Committee on Simplification and 
Standardization of Hospital Furnish- 
ings, Supplies and Equipment of the 
Council on Hospital Planning and 
Plant Operation of that Association. 
A volume of over 700 pages, this 
manual is an excellent guide for any 
person required to purchase mate- 
rials and equipment for hospital use. 
The manual is largely a compilation 
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of specifications already in use and, 
therefore, has not disturbed existing 
practice except in so far as simplifi- 
cation has been advisable. The spe- 
cifications were largely developed by 
several federal agencies, particularly 
the National Bureau of Standards, 
the Department of War, the Depart- 
ment of the Navy and the Veterans’ 
Administration. 

This manual covers everything 
from mops to tongue depressors. 
Standard specifications are given for 
table ware, rubber goods, plumbing, 
office equipment, laboratory and 


supplies, electrical equipment, dress- 
ings, beds and bedding and many 
other articles. There is a section on 
foods and an extensive one on build- 
ing materials and supplies. The first 
section of the manual is particularly 
valuable to the superintendent or 
purchasing agent, as it contains a 
number of comprehensive articles 
by members of the committee and 
others on the technique of hospital 
purchasing, receipt, storage and is- 
suance of supplies, the perpetual in- 
ventory system, checking of ship- 
ments, etc. Copies in cloth binding 
may be obtained from the associa- 
tion headquarters at five dollars per 


copy. 
The CANADIAN HOSPITAL 
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Queen Evizasern Pavition --- _— ori Hosprrat 


.. completed 1940 ... another of the many fine hospitals throughout Canada equipped with 
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UNIVERSAL COOLER CO. OF CANADA, LTD. 
BRANTFORD, ONT. 
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APPROVED BY DIETITIANS 
AND POPULARLY PRESCRIBED 


because of their Nutritional 
Value and maintained Purity 


Christie’s Arrowroots contain nutritional in- 
gredients most important in the invalid’s diet 
or for growing children . .. skilfully blended, 
and baked to a tempting, flavorful crispness 
... Wholesome, palatable and dietetically cor- 
rect. 





Made with finest St. Vincent 
Arrowroot Flour, Canadian 
Recommended and approved, since 1853, for | Creamery Butter, Clover 
their purity and maintained high standard Honey and purest Sugar 





of excellence. and Salt. 


5 Christies 
‘Arrowro ots 
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Three R.C.A.M.C. Colonels 


Become Brigadiers 


Hon. J. L. Ralston, Minister of 
National Defence, has announced 
the promotion to the rank of briga- 
dier of three senior officers in the 
Royal Canadian Army Medical 
Corps. They are Col. R. M. Gors- 
sline, Col. J. A. Linton and Col. R. 
M. Luton. 

Brigadier Gorssline has been direc- 
tor-general of medical services since 
1939, prior to which time he had 
been D.M.O. for M.D. No. 4, Mont- 
real and, earlier, D.M.O. in M.D. 
No. 6, Halifax. 

Brigadier Luton is deputy-director 
of medical services at Canadian mili- 
tary headquarters in England. He 
was D.M.O. at M.D. No. 6 for a num- 
ber of years. 

Brigadier Linton has been deputy- 
director-general of medical services 
at corps headquarters in England. 
At one time D.M.O. at M.D. No. 1, 
London, he was assistant director of 
medical services at Defence head- 
quarters in Ottawa before going 
overseas as assistant director of medi- 
cal services, first Canadian division. 

Brigadier Gorssline won the D.S.O. 
in the last war and Brigadiers Luton 
and Linton each hold the Military 
Cross. 


Charges for X-Ray and Laboratory 
Services 


(Continued from page 50) 


so. At the Hotel Dieu de Quebec 
the public rate is one-third the pri- 
vate, the semi-private rate is two- 
thirds that of the private. At the 
Toronto General Hospital the 50% 
reduction is applicable to paying 
public ward patients but is not ap- 
plicable to semi-public patients. In 
another city, a Sisters’ hospital re- 
ports a special X-ray tariff for ser- 
vice groups paying for crippled cases 
and also reports another special rate 
for local and nearby communities. 


Plan for Hospital Care 


(Continued from page 40) 
Board. In addition an Advisory 
Board of 18 members representing 
various interested groups is being 
set up. 

Headquarters have been estab- 
lished at the Excelsior Life Building, 
Toronto. 
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What Women’s Auxiliary Can Do 
(Continued from page 39) 


volunteer service that has made for 
the impressive contribution of our 
women’s auxiliary. 

We raise between eleven and 
twelve thousand dollars annually 
and spend a similar amount. How 
do we budget our finances? is a fre- 
quent question. The first annual 
call on our resources is the all-in- 
clusive requisition for linens, hang- 
ings and other materials which 
usually entails an expenditure of ap- 
proximately three thousand dollars. 
All other needs are first studied by 
the superintendent and myself and 
the requisition presented to our ex- 
ecutive and board for careful con- 
sideration. 

We have in no way limited our 
interests to any particular depart- 
ment. There is no part of the hospi- 
tal that has not benefited from our 
efforts. The following record will 
speak for itself. We installed an 
x-ray room; equipped a_ photo- 
graphic department; reconstructed 
and enlarged the nursery with the 
most advanced air conditioning sys- 
tem and ultra-violet radiation for air 
sterilization; provided an ice-making 
machine; gave one hundred and fifty 
over-bed tables; two electric food 
carriers for the public wards; a 
laundry extractor; new steel bins for 
cereals; silver polisher; replenished 
the flat silver required for patients; 
supplied hot plate covers and a con- 
siderable amount of surgical equip- 
ment. We have also established this 
year a five hundred dollar surgical 
instrument replacement fund. 


In evaluating the work and ser- 
vice of our Women’s Auxiliary, I 
am impressed with the unlimited 
good in the hearts and minds of 
women. Their unfailing response 
to the needs of the sick poor pres- 
ents an experience that never ceases 
to gratify one who lives close to the 
world of the hospital. We have 
shown that women have intelligence 
capable of appreciating the scienti- 
fic requirements of a hospital as well 
as its household needs. We are serv- 
ing with dignity and keeping well 
within the bounds and limitation 
of our sphere. The appreciation 
that a nation’s health is a nation’s 
wealth has been our guiding prin- 
ciple of good citizenship. 


High Frequency Electrical 
Apparatus Affected by Ruling 
In Great Britain 

An order has been made by the 
Home Secretary forbidding any per- 
son in the United Kingdom to use 
or possess high frequency apparatus 
having a high frequency output of 
over ten watts except under permit 
of the Postmaster General. Hospi- 
tals may continue to use their ap- 
paratus pending the receipt of a re- 
ply to an application for a permit. 
If an application is approved the 
hospital will be granted a temporary 
permit in the first instance, to be 
followed by the grant of a permanent 
permit, which will normally be 
granted if the room in which the 
apparatus is installed has been elec- 
trically screened in accordance with 
specifications laid down by the Post 
Office. 

The principal types of apparatus 
to which this order applies are: dia- 
thermy and electro-medical appara- 
tus using valves or spark coils. Such 
apparatus is frequently known as 
ultra short wave (or short or Jong 
wave) diathermy, surgical diathermy 
or therapy apparatus. 


Edmonton’s Oldest Hospital 
(Continued from page 37) 


continuous, the heating effect is uni- 
form and always comfortable. Radi- 
ator temperatures vary from about 
100°F. in mild weather to 212°F. in 
the coldest weather.” 

The main fan system is located 
top centre of the building. All baths, 
laboratories, toilets, sink rooms, 
kitchens, etc., are fan ventilated, and 
operating and obstetrical sections 
are air-conditioned. 


The hospital purchases power 
from the city and transforms it into 
light. It has a heavy standby storage 
battery plant. The gases and oxygen 
used are piped to the operating 
room, etc., from a centrally located 
supply room. 

The hospital was opened in Au- 
gust by Archbishop H. J. MacDonald 
of the diocese of Edmonton. Archi- 
tects were G. H. MacDonald, B. 
Arch., M.R.A.I.C., and H. A. Ma- 
goon, M.R.A.I.C. of Edmonton. 
Harry H. Angus, B.A.Sc., of Toronto, 
acted as consulting mechanical en- 
gineer and Darling Bros. Limited, 
were the heating contractors. 


The CANADIAN HOSPITAL 
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Many hospitals use expensive instruments 
for purposes other than intended and for 
which some lower priced instrument could be 
used . . . in most cases because the lower 
priced instruments are not available. 


We offer the Adams Utility Sterilizer For- 
ceps as a low priced instrument of many uses 

. . an economy-and-efficiency instrument. 
It will serve as well as more expensive instru- 
ments, and for many purposes better. 


ADAMS UTILITY AND 
STERILIZER FORCEPS 


NEW! Designed to remove small and large 
instruments from the sterilizer. It will grasp 
and firmly hold a fine needle or a large in- 
strument. Its uses in the hospital, laboratory 
or office are innumerable. 


Superintendent of 
Nurses Says — “Prefer 
them to sponge or 
utensil forceps... 
sponge forceps not 
heavy enough for en- 
amel dishes . .. Adams 
forceps enable us to 
handle large and small 
articles, even hypoder- 
mic needles.” 


Available in 
two sizes: 


B-782, 11” 
B-783, 8” 


Ask your dealer for 
prices and quantity 
discounts. 


Made in U.S.A. 


Order today from your surgical dealer, or write giving 
your dealer’s name, to: 













CLAY-ADAMS 1.2" S28. 
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Outdoor Thermostat Providing 
“Control-by-the-Weather’. 


Edmonton General Hospital 
harnesses the weather ! 


The curious-looking device illustrated above is a 
special form of thermostat erected outdoors on the 
roof of the General Hospital at Edmonton. 


When cold winds and low temperature sweep out of 
the north this device, carefully co-ordinated with 
other necessary devices, automatically pours more 
heat into every radiator in the building. When the 
winds from the south carry milder temperatures, this 
same mechanism throttles down the heating system 
so that less heat reaches each radiator. 


The difference between this unique system which 
provides more or less, and the ordinary thermostat 
control which simply provides all or none... is a 
tremendously important difference to any one seeking 
comfort and paying heating dollars. 


The installation is known as a Webster Moderator 
System and is used in many Canadian buildings of 
different types. The Webster Moderator System, like 
other items of Webster Heating Equipment is manu- 
factured in Canada by Darling Brothers Limited. 


For the General Hospital—Edmonton 


Architects: MacDonald & Magoon, Edmonton 
Engineers: H. H. Angus, Toronto 
Heating Contractors: Lockerbie & Hole, Edmonton 


OTHER DARLING PRODUCTS: 


Yeomans-Darling Non-Clogging Sewage Pumps 
Whitlock-Darling Domestic Hot Water Heaters and 
Converters 
Skidmore-Darling Vacuum Pumps 
Darling Centrifugal Pumps 
Darling-American Air Filters 
Darling Steam Specialties and Webster Heating System 

pment 
Passenger and Freight , Dumbwaiters 


Darling Brothers Jimited 


140 PRINCE ST 


Branches at: Halifax, Saint ee Quebec, Ottawa, Toronto, 
Timmins, Fort William, Winnipeg, Calgary, Vancouver, 
St. ‘John’ 's, Nfid. 
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Jhe LEVERNIER 


Hydraulic Pressure 


Wall Type 
FOOT PEDAL 


SOAP DISPENSER 


(Patents Applied for) 





Levernier Foot Pedal Soap Dispensers | 
Are Approved by the American College | 
of Surgeons. 


Levernier Dispensers are 
used they win instant approval. The 
high quality of construction, economy 
in operation, and precision in use, are 
apparent the moment the dispenser 
is used. 


Wherever 


Levernier Foot Pedal Dispensers are 
loaned to the hospitals for use with 
this company's surgical soaps, or they 
may be purchased outright. Complete 
information will gladly be sent on 
request, 


The Huntington Laboratories 


OF CANADA LIMITED 
72-76 Duchess St., TORONTO 


Branches: Halifax, Montreal, Winnipeg, 
Regina, Calgary, Edmonton, Vancouver. 








ARE YOUR RATES BELOW COST? 


(Continued from page 44) 





First part 


Third part 


6. Grants from Provincial ) 
Governments for care ) 
) 





ILLUSTRATION 


Operating Revenue Expenditure 
Part A. 
1. Day Rate Services 
(a) Private and Semi $12,000 Items 
(b) Public Wards $36,000 lto 8 
inclusive 
2. Special Services 
(a) ete. $10,000 a ee eae 
3. Gross Earnings $58,000 $58,000 
Second part ........................ . Qualifying Data 
4. Deductions 
(a) Rebates ................ $3,000 Operating Expenditure $58,000 
(b) Courtesy ...... 500 (1) plus: Rebates 3,000 
(c) Free .......................... 8,500(1) Courtesy 500 
(d) Bad debts ......... 5,000 Bad debts _ 5,000 
To be covered by rates ...0......000000000000.cccccccces.... $66,500 


Basic data 


. Further qualifying data 


Note: (1) “Free” service 











of indigents. $5,500 (1) in this illustration is fully 
covered by tax funds. 
7. Grants from Municipal ) 
Governments for care ) 
of indigents. ) $3,000 (1) 
Occupancy . ... 60% 
Fig. 2 


upon an equitable distribution of 
this aggregate among the various 
services. In the first step it is of 
supreme importance that cost should 
be the dominant factor. In the sec- 
ond step cost is secondary only. 

In arranging the distribution, the 
first thing to decide is the basic rate. 
The most useful basic rate is the 
daily charge for public ward routine 
care. Collaboration with other hos- 
pitals should be a factor in deciding 
this basic rate. The rates for private 
and semi-private rooms must, to a 
large degree, be governed by the 
type of service, the number of such 
rooms available, and the demand for 
them. 

While cost is undoubtedly a factor 
to be considered, special service rates 
are governed by many circumstances. 
Small hospitals will have a smaller 
list of special services. This circum- 
stance enables co-operative action 
between large and small hospitals in 
connection with rates and, at the 


same time, permits the larger and 
better equipped hospitals to expand 
their list of special service rates and 
cover their greater expense through 
that medium. 


Tell Me, Doctor! 

Tell me doctor, does a doctor doc- 
tor a doctor the way the doctored 
doctor wants to be doctored, or does 
the doctoring doctor doctor the doc- 
tored doctor in the way the doctor- 
ing doctor wants the doctored doctor 
to be doctored? 





SHORT, INTENSIVE 
COURSES 


of two, three months or longer 
duration in X-RAY TECHNIC or 
MEDICAL ANALYSIS. New classes 
commence April 7th, 1941. Place- 
ment service. The Harvey School, 
Licensed by State of New York, 
384 East 149 Street, New York 
City, Elsie Fox, M.D., Director. 
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PROTECTION— 
CLEANLINESS — 
EASE OF APPLICATION ! 


3 Requisites of a Product for Use in Hospitals 


JOHNSON’S TRAFFIC PRODUCTS 
GIVE YOU ALL THREE 


™] Write for 


<4 Prices on 








Liquid 








Label (with 
non-slip and 
water-resist- 
ant proper- 
ties. 


The Sparkling Entertaining Half Hour 


Featuring 


FIBBER McGEE and MOLLY 


Can be heard Every Tuesday 9:30 P.M. E.S.T. 
Over the Canadian Network 











I 
Maple Leaf 


Alcohols 


Medicinal Spirits 
Iodine Solution 
Absolute Ethyl B.P. 

Rubbing Alcohol 
Denatured Alcohol 
Anti-freeze Alcohol 
Absolute Methyl 

Adapted to Hospital Service. 


Tested precisely from raw mate- 
rials to finished products. 


All formulae according to Do- 
minion Department of Excise 
Specifications and the British 
Pharmacopoeia. 
CANADIAN INDUSTRIAL 
ALCOHOL 

Co., Limited 


Corbyville Toronto 
Vancouver 





Montreal 
Winnipeg 
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Parenteral Solutions 
(Continued from page 45) 


of manufacture and which remains 
so, in the case of glucose, for at least 
24 hours and, in the case of saline 
for at least six days under our pres- 
ent system. Recent tests in our 
laboratory, while not absolutely 
conclusive, show no growth in cul- 
tures (incubated) from our stand- 
ard glucose solutions which have 
been kept as long as 16 days and 
cultured for as long as 3 days after 
that. The method of flask closure 
used at present is a combination of 
gauze and waxed paper cap bound 
below the lip of the flask with a nar- 
row gauze strip. While this is not a 
hermetic seal, it has been found sat- 
isfactory for short-time storage, al- 
though it might be a source of dan- 
ger if the flask were stored for any 
length of time. Changes in baromet- 
ric pressure could quite easily cause 
movement of air into or out of the 
flask. In recent years an easily ap- 
plied metal and rubber cap for a 
special type of flask has come into 
use. The whole apparatus is easily 
cleaned and the cap can be used 
over and over again. We feel this 
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is the solution to our problem since 
it will hermetically seal solutions im- 
mediately after sterilization. 


Conclusions 

1. In a 1200-bed hospital manu- 
facturing its own solutions, costs are 
computed at 25.1 cents per unit of 
1000 CC. 

2. This cost can be further low- 
ered to about 11 cents per 1000 cc. 
by capping and sealing solutions on 
manufacture, thus eliminating dis- 
card. 

3. The complete technique, ex- 
cepting sterilization, should be car- 
ried out in a single room. It should 
be under the care of a trained tech- 
nician with possibly one assistant. 
Every modern precaution must be 
taken to ensure absolute sterility be- 
fore sealing since, once sealed, the 
flask and contents are presumed by 
the user to be sterile for any given 
time. 


Fear not that thy life shall come to 
an end, but rather fear that it shall 
never have a beginning. 

—Cardinal Newman. 


laboratory, 


work, 


mates free. 


Toronto - 


Softened water is helpful in. 
every department in the hos- 
pital — wards, diet kitchens, 
heating depart- 
ment and laundry. 

Cuts heating and maintenance 
cost, improves laundry, labo- 
ratory, sanitary and dietary 


Syllabus of Study for Technicians 
Issued 


A syllabus of studies has been is- 
sued by the Canadian Society of Labo- 
ratory Technologists to be covered by 
the applicant for registration either 
as a general or specializing techni- 
cian. The syllabus gives a brief out- 
line of the required work in each of 
the six branches of study, bacteri- 
ology, biochemistry, haematology, 
serology, parasitology and histology. 


Fire Precautions 
(Continued from page 49) 


eously when brought into contact 
with oil or grease. Ether, ethylene 
and ethyl chloride are all inflam- 
mable and explode when mixed with 
air or oxygen in proper propor- 
tions. Nitrous oxide, although not 
classed as a combustible anaesthe- 
tic, is a supporter of combustion. Ex- 
plosion proof motors which usually 
take care of sparks and arcs and are 
grounded outside or to a water 
system should be used in operating 
rooms. 





WESTAWAY 
WATER 
SOFTENERS 


More than 2500 units treating 
more than 250 million gallons 
daily. 


We will survey your water 
softening and filtration needs 
and submit analysis and esti- 


Canada’s largest producers of water softeners and filters 


W. J. WESTAWAY 


COMPANY 
LIMITED 


HAMILTON : Montreal 
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An Alphabetical Directory of Equipment, Supplies, Building 
Materials and Specialties, with Names of Suppliers. 


ABSORBENT COTTON AND GAUZE 


Bauer & Black, Ltd., Toronto. 

Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Jj. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell Ltd., Toronto. 

Johnson & Johnson, Ltd., Montreal. 

National Cellulose of Canada, Ltd., Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 


ACOUSTICAL TREATMENT 

Armstrong Cork & Insulation Co. Ltd., Montreal. 

Dominion Sound Equipment, Ltd., Montreal. 
ADHESIVE PLASTER 

Bauer & Black, Ltd., Toronto. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Limited, Toronto. 

Johnson & Johnson, Ltd., Montreal. 

J. Stevens & Son Co., Ltd., Toronto. 


AIR CONDITIONERS, CHEMICAL 
Dustbane Products, Ltd., Ottawa. 


Huntington Laboratories of Canada, Ltd., Toronto. 


Hygiene Products, Ltd., Toronto. 

G. H. Wood & Co., Ltd., Toronto. 
AIR FILTERS 

Darling Bros., Ltd., Montreal. 
ALCOHOL, RUBBING, DENATURED 

Canadian Industrial Alcohol Co., Ltd., Montreal. 

Gooderham & Worts, Ltd., Toronto. 
ALLERGEN PROOF SHEETING 

Canadian Industries, Ltd., New Toronto. 
ALUMINUM WARE 

Aga Heat (Canada) Ltd., Toronto. 


Aluminum Goods Limited, Toronto. 
General Steel Wares, Ltd., Toronto. 


Hospital & Kitchen Equipment Co., Ltd., Toronto. 


Sully Aluminum Litd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


ANTISEPTICS 
Jj. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell Ltd., Toronto. 
Merck & Co. Ltd., Montreal. 
E. R. Squibb & Sons, of Canada, Ltd., Toronto. 


ANAESTHETICS, LOCAL 
Abbott Laboratories Ltd., Montreal. 


ANAESTHETIC APPARATUS 


J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Jj. Stevens & Son Co., Ltd., Toronto. 


ANTISEPTICS 
Abbott Laboratories Ltd., Montreal. 
Bard-Parker Co. Inc., Danbury, Conn. 
Jj. F. Hartz Co., Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 
Ingram & Bell Ltd., Toronto. 
Lysol (Canada) Ltd., Toronto. 
Reckitt & Colman (Canada) Ltd., Montreal. 


ARC LAMPS 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Jj. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell. Limited, Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 


Victor X-Ray Corporation of Canada, Ltd., Montrea. 


AUTOCLAVES 
American Sterilizer Co., Erie, Pa. 
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Casgrain & Charbonneau, Ltée., Montreal. 

Castle, Wilmot Co., Rochester, N.Y. 

Canadian Laboratory Supplies, Ltd., Toronto. 

Central Scientific Co. of Canada, Ltd., Toronto. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Scanlan-Morris Co., Madison, Wis. 

J. Stevens & Son Co., Ltd., Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 
BABY POWDER 

Johnson & Johnson, Ltd., Montreal. 

Merck & Co. Ltd., Montreal 
BACTERIOLOGICAL APPARATUS 

Canadian Laboratory Supplies. Ltd., Toronto. 

Central Scientific Co. of Can., Ltd., Toronto. 

Clay-Adams Co., Inc., New York. 
BANDAGES 

Bauer & Black, Ltd., Toronto. 

Casgrain & Charbonneau, Ltée., Montreal. 

Johnson & Johnson, Ltd., Montreal. 

Nationa] Cellulose of Canada, Ltd., Toronto. 
BANDAGES, CASTEX RIGID 

Bauer & Black, Ltd., Toronto. 
BANDAGE CUTTERS 

Eastman Machine Co., Buffalo, N.Y. 

W. J. Westaway Co., Ltd., Hamilton. 
BASKETS, WASTE 

Dustbane Products, Ltd., Ottawa. 

General Steel Wares, Ltd., Toronto. 
BASSINETS 

Arrow Bedding, Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 

Metal Fabricators Ltd., Woodstock, Ont. 
BATH ROBES 

Corbett-Cowley, Ltd., Toronto. 


BED GOWNS 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 

BED, SIDES 
Metal Fabricators, Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 

BEDS, HOSPITAL TYPE, METAL 
Arrow Bedding, Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 

BEDS, HOSPITAL TYPE, WOOD 
Imperial Rattan Co., Ltd., Stratford, Ont. 


BEDPAN EMPTIER, WASHER AND STERILIZER 
Scanlan-Morris Co., Madison, Wis. 


BEVERAGE COOLERS 
Coca-Cola Co. of Canada Ltd., Toronto. 


BEVERAGES, FOOD 
Coca-Cola Co. of Canada Ltd., Toronto. 
Vi-Tone Co., Hamilton. 
A. Wander Limited, Peterborough, Ont. 


BISCUITS 
Christie Brown & Co., Ltd., Toronto. 


BLANKETS 
Ayers Limited, Lachute Mills, Que. 
T. Eaton Co., Ltd., Toronto. 
Textile Products Co., Toronto. 












BLANKET WARMERS 
American Sterilizer Co., Erie, Pa. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Seanlan- Morris Co., Madison, Wis. 


BLOOD BANKS, REFRIGERATED 


Frigidaire Division, General Motors, Corp., Leaside, Ont. 


BLOOD TRANSFUSION SETS 
Baxter Laboratories of Canada Ltd., Acton, Ont. 
j. F. Hartz Co. Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


BOOKS, MEDICAL 
Macmillan Co. of Canada, Ltd., Toronto. 


BOOKCASES, SECTIONAL 
Preston, Noelting, Ltd., Stratford, Ont. 


BOOKKEEPING MACHINES 
National Cash Register Co. of Canada Ltd., Toronto. 


BOTTLES, HOT WATER 
Dominion Rubber Co., Ltd., Montreal. 
North British Rubber Co. Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


BRAN PRODCCTS 
Kellogg Co. of Canada, Ltd., London, Ont. 


BREAD AND MEAT SLICERS 
Berkel Products Co., Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 


CABINETS 
Chart, History and Special 
Clay-Adams Co. Inc., New York. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
J. & J. Taylor, Ltd., Toronto. 


CAFETERIA FURNITURE 
Arnold Banfield & Co., Toronto. 


CALL SYSTEMS 
Northern Electric Co., Ltd., Montreal. 


CANS 
American Can Co., Montreal. 


CAPS AND MASKS 
Johnson & Johnson, Ltd., Montreal. 


CAPS, CAPES—NURSES’ 
Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 


CARBONATED DRINKS 
Coca-Cola Co. of Canada, Ltd., Toronto. 


CASTERS 
Arrow Bedding, Ltd., Toronto. 
Darnell Corporation of Canada, Ltd., Toronto. 
Faultless Caster Corp., Stratford, Ont. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Stewart-Warner-Alemite Corp. of Canada, Ltd., (Bassick 

Division) Belleville, Ont. 

Viceroy Mfg. Co. Ltd., Toronto. 


CATGUT 
Bauer & Black Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Davis & Geck, Inc., Brooklyn, N.Y. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
Seanlan-Morris Co., Madison, Wis. 
Surgical Supplies, Canada, Ltd., Toronto. 


CATHETERS 
Clay-Adams Co., Inc., New York. 
Davol Rubber Co., Providence, R.I. 
Seiberling Rubber Co. of Canada Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
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CELLULOSE DRESSINGS 
Bauer & Black, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
National Cellulose of Canada, Ltd., Toronto. 
CHAIRS, METAL 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 
CHAIRS, WHEEL 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 


CHAIRS, WOOD 
Imperial Rattan Co., Ltd., Stratford, Ont. 


CHAIR CUSHIONS 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Viceroy Mfg. Co. Ltd., Toronto. 


CHARTS, ANATOMICAL 
Clay-Adams Co., Inc., New York. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
CHEMICALS, DARK ROOM 


Ferranti Electric Ltd., Mt. Dennis, Ont. 
Victor X-Ray Corp. of Canada, Ltd., Montreal. 


CHINA 
British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s Ltd., Toronto. 


CHLOROFORM 
Merck & Co. Ltd., Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Toronto. 


CHOCOLATE, HOT DRINK 


C. W. Gibbons, Toronto. 
S. Gumpert & Co. of Canada, Ltd., Toronto. 


CHOPPING MACHINES 
General Steel Wares, Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 
CLEANSING TISSUES 
Hygiene Products, Limited, Toronto. 
National Cellulose of Canada, Ltd., Toronto. 


CLEANSING AGENTS 


Floors, Ete. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 
Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 
MacCallum Mfg. Co., Toronto. 
C. C. Snowdon, Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


Laundry 
Beaver Laundry Machinery Co., Ltd., Toronto. 
Canadian Hoffman Machinery Co., Ltd., Toronto. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
D. & J. Tullis (Canada) Ltd., Montreal. 


CLOTHING, HOSPITAL 


Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 


COCA-COLA BEVERAGE 
Coca-Cola Co. of Canada Limited, Toronto. 


COFFEE 
R. B. Hayhoe & Co., Ltd., Toronto. 


COFFEE GRINDERS 
Hobart Mfg. Co., Ltd., Toronto. 


COLD STORAGE ROOMS 
Canadian General Electric Co. Ltd., Toronto. 
Universal Cooler Co. of Canada Ltd., Brantford, Ont. 


COLOSTOMY OUTFITS 


Davol Rubber Co., Providence, R.I. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
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DARNELL 
CASTERS 


& E-Z ROLL WHEELS 


Every day more hospitals turn to 
the assured economy and satis- 
faction of Darnell Casters and 
Wheels. Hospital personnel and 
patients alike appreciate their ef 


ficient quiet operation 


Specify DARNELL 
You Get 
EXTRA 

VALUES 


BERKEL 
HOT MEAT SLICER 


A SAVING 
AT EVERY TURN 


YUU KNUW? 


... that the Berkel Hot Meat Slicer 
Can Save You as Much as 20% on 
Your Roast Beef — Roast Ham — 
Roast Pork — Roast Veal — Beef 
Hearts, Ete. 











WRITE FOR 

WE CAN PROVE THIS FREE 

BY A PRACTICAL DEMONSTRATION DARNELL 
CATALOG 

® 
LIMITED 
533-535 College St. TORONTO — — — 
68 LOMBARD ST. — TORONTO, ONT. 


Representatives in all parts of Canada 
Phone Elgin 5518 
Quebec, Montreal, Hamilton, London, Windsor, Winnipeg, Vancouver 
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COMFORTERS 


Canadian Feather & Mattress Co. of Ottawa, Ltd., Ottawa. 


Corbett-Cowley, Ltd., Toronto. 
Parkhill Bedding Ltd., Winnipeg. 
Sleepmaster, Ltd., Toronto. 
Textile Products Co., Toronto. 


CONTROLS, STERILIZER 
A. W. Diack, Detroit. 
J. Stevens & Son Co., Ltd., Toronto. 


CONVEYORS, FOOD 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co. Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Wrought Iron Range Co. Ltd., Toronto. 


COOKING RANGES 
Aga Heat (Canada) Ltd., Toronto. 
Canadian General Electric Co., Ltd., Toronto. 
Esse Cooker Co. (Canada) Ltd., Montreal. 
General Steel Wares, Limited, Toronto. 
Hall Foundry Co., Ltd., Hespeler, Ont. 
Moffats, Limited, Weston, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


COOKING UTENSILS 


Aga Heat (Canada) Ltd., Toronto. 

Aluminum Goods Limited, Toronto. 

British & Colonial Trading Co., Ltd., Toronto. 
Canadian General Electric Co. Ltd., Toronto. 
Cassidy’s, Ltd., Toronto. 

General Steel Wares, Limited, Toronto. 

Sully Aluminum Ltd., Toronto. 


CORKS, CORK TILE, SPECIALTIES 
Armstrong Cork & Insulation Co. Ltd., Montreal. 


CORN STARCH AND SYRUPS 
Canada Starch Co., Ltd., Montreal. 


COTS, METAL 
Arrow Bedding, Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators, Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 


COTS, RUBBER—ALL KINDS 
Davol Rubber Co., Providence, R.I. 
j. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
J. Stevens & Son Co., Ltd., Toronto. 


COTTON, ABSORBENT 
See firms listed under “Absorbent Cotton”. 


CURTAINS, CUBICAL 


Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 


CURTAIN MATERIAL 
Geo. H. Hees, Son & Co., Ltd., Toronto. 


CUSHIONS, OPERATING, INV ALID 


Dominion Rubber Co., Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 


CUSTARD POWDERS 


C. W. Gibbons, 24 Matilda St., Toronto. 
Shirriff’s Limited, Toronto. 


CUTLERY 
British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
McGlashan-Clarke Co., Ltd., Niagara Falls, Ont. 


CUTTERS, BANDAGE AND GAUZE 
Eastman Machine Co., Buffalo, N.Y. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
W. J. Westaway, Ltd., Hamilton. 
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DARK ROOM EQUIPMENT 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 


Patterson Screen Co., Towanda, Pa. 
Victor X-Ray Corp. of Canada, Ltd., Montreal. 


DEEP THERAPY LAMPS 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

J. Stevens & Son Co., Ltd., Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 
Victor X-Ray Corp. of Canada, Ltd., Toronto. 


DELICATOR MACHINES 
Berkel Products, Ltd., Toronto. 


DEODORIZING BLOCKS 


Dustbane Products, Ltd., Ottawa, Ont. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 

Cc. C. Snowdon, Toronto. 


G. H. Wood & Co., Ltd., Toronto. 


DESKS, NURSES’ STATIONS 


Arrow Bedding, Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 


DESKS, OFFICE 
Preston, Noelting Ltd., Stratford, Ont. 


DESSERTS 
Cc. W. Gibbons, Toronto. 
S. Gumpert & Co. of Canada, Ltd., Toronto. 
R. B. Hayhoe & Co., Toronto. 
The Junket Folks, Toronto. 
Shirriff’s Limited, Toronto. 


DEVELOPING TANKS 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Canadian Laboratory Supplies, Ltd., Toronto. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 

Victor X-Ray Corporation of Canada Ltd., Montreal. 


DIATHERMY APPARATUS 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 

Surgical Supplies (Canada) Ltd., Toronto. 

Victor X-Ray Corporation of Canada Ltd., Montreal. 


DISHWASHING CLEANERS 


Beaver Soap and Chemicals Limited, Winnipeg. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 


DISHWASHING MACHINES 


General Steel Wares, Ltd., Toronto. 

Hobart Mfg. Co., Ltd., Toronto. 

Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


"FLOW 
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Broken Orange Pekoe 


INDIVIDUAL TEA BAGS OR BULK 
Se HOSPITALS 












Cartons of 500 or 1000 Bags Send us sample 
order. We ship same 


R. B. HAYHOE & CO., LTD. day as order received 


7TFRONT ST.E. TORONTO. CANADA 
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Hospital and Institutional 


CROCKERY 
SILVER 


and 


GLASSWARE 


Distributors 
for 


JOHN MADDOCK & SONS, LTD. 
ENGLAND 


We specialize in Institutional Equipment and 
sell direct. May we send you quotations on 
any of the above lines you may require? 


BRITISH & COLONIAL 
TRADING CO. 


LIMITED 


284-286 Brock Avenue 
TORONTO 











EASTMAN 
GAUZE 
CUTTERS 


With or without Roll- © 
Cutting Attachment 













With an Eastman Gauze 
Cutter you can cut gauze to 
your own requirements con- 
veniently, saving time. You 
can always meet emergencies 
quickly. 

Eastman Cutters are used 
by many hospitals of average 
ward capacity. Larger hospi- 
tals use several machines. 


The roll-cutting attach- 
ment assures straight 
edged bandages. Wavy 
edges are eliminated. 


W. J. WESTAWAY it 
Toronto - HAMILTON - Montreal 























Nurses’ Sitting Room, Queen Elizabeth Pavilion 
Brantford General Hospital 


HEES 
WINDOW SHADES 


have been selected for 
this fine new Pavilion 


N the hospital, the window is one of the 
most important features of the building. 
In private and public patients’ rooms, the 
effect of well chosen colour at the window is 
beneficial to both patients and staff. The 
impression upon those entering either offices 
or hospital rooms is that of cheery comfort 
and relaxation. 


We have developed a range of more than 
twenty beautiful colours, including pastel 
tints and deeper tones that are a decorative 
feature in themselves. We will gladly send 
you upon request colour samples and illus- 
trated folder of Monarch Linen Tint Win- 
dow Shades. 


HEESHADES ARE RELIABLE—they are made in 
Canada by the oldest, largest and most modern 
window equipment factory in the land. 

Sold by leading housefurnishings stores and interior 
decorators. 


Manufactured and Guaranteed by 


GEO. H. HEES SON & COMPANY 


LIMITED 
TORONTO MONTREAL 


Manufacturers of the famous 


HEES VENETIAN BLINDS 
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DISINFECTANTS 
Bard-Parker Co., Inc., Danbury, Conn. 
Dustbane Products, Ltd., Ottawa. 
J. F. Hartz Co., Ltd., Toronto. 


Huntington Laboratories of Canada, Ltd., Toronto. 


Hygiene Products, Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Lysol (Canada), Ltd., Toronto. 

MacCallum Mfg. Co., Toronto. 

Reckitt & Colman (Canada) Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 

C. C. Snowdon, Toronto. 


DISPENSERS 
Liquid Soap 
Dustbane Products, Ltd., Ottawa. 


Huntington Laboratories of Canada, Ltd., Toronto. 


Hygiene Products, Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


DOLLS, HOSPITAL 
Clay-Adams Co., Inc., New York, N.Y. 


DRAINAGE SHEETS 
North British Rubber Co. Ltd., Toronto. 
DRAINAGE TUBING 
Clay-Adams Co. Inc., New York. 
Davol Rubber Co., Providence, R.I. 
Dominion Rubber Co., Ltd., Montreal. 
Hygiene Products, Ltd., Toronto. 
North British Rubber Co., Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
Viceroy Mfg. Co., Ltd., Toronto. 


DRESSINGS, SURGICAL 
Bauer & Black Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Jj. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal, Que. 
National Cellulose of Canada, Ltd., Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 


DRUGS, CHEMICALS 
See firms listed under “Pharmaceuticals”’. 


DRUG SUNDRIES, RUBBER 
Canadian General Rubber Co., Ltd., Galt, Ont. 
Clay-Adams Co., Inc., New York. 
Davol Rubber Co., Providence, R.I. 
Dominion Rubber Co., Ltd., Montreal. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
Viceroy Mfg. Co., Ltd., Toronto. 


ECONOMIZERS, FUEL 
Combustion Engineering Corp., Ltd., Montreal. 
Iron Fireman Mfg. Co., Ltd., Toronto. 
ELECTRO-MEDICAL EQUIPMENT 


Ferranti Electric, Ltd., Mt. Dennis, Ont. 
Surgical Supplies (Canada) Ltd., Toronto. 
Victor X-Ray Corp. of Canada, Ltd., Montreal. 


ELEVATORS AND DUMBWAITERS 
Darling Bros., Ltd., Montreal. 


ENAMELWARE, SURGICAL 
Casgrain & Charbonneau, Ltée., Montreal. 
General Steel Wares, Ltd., Toronto. 
j. F. Hartz Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
Ingram & Bell, Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


ENVELOPES 
W. J. Gage & Co., Ltd., Toronto. 
ETHER 


Merck & Co., Ltd., Montreal. 
E. R. Squibb & Sons of Canada, Ltd., Toronto. 


FILTERS, CERAMIC 
Combustion Engineering Corp., Ltd., Montreal. 
Darling Bros., Ltd., Montreal. 
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FIRE ALARMS 
Northern Electric Co., Ltd., Montreal. 


FIRE FIGHTING APPARATUS 
Northern Electric Co., Ltd., Montreal. 
Pyrene Mfg. Co. of Canada, Ltd., Toronto. 


FIXTURES, ELECTRICAL 


American Sterilizer Co., Erie, Pa. 

Canadian General Electric Co., Ltd., Toronto. 
Wilmot Castle Co., Rochester, N.Y. 

Northern Electric Co., Ltd., Montreal. 
Scanlan-Morris Co., Madison, Wis. 


FILING EQUIPMENT 
Preston Noelting Ltd., Stratford, Ont. 


FLATWARE, SILVER 


Cassidy’s, Ltd., Toronto. 
McGlashan-Clarke Co., Ltd., Niagara Falls, Ont. 


FLOOR GLIDERS 


Darnell Corporation of Canada, Ltd., Toronto. 

Faultless Caster Corp., Stratford, Ont. 

Stewart-Warner-Alemite Corporation of Canada, Ltd., 
(Bassick Div.), Belleville, Ont. 

Viceroy Mfg. Co., Ltd., Toronto. 


FLOOR POLISH AND WAX 


Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 

S. C. Johnson & Son, Ltd., Brantford, Ont. 
MacCallum Mfg. Co., Toronto. 

C. C. Snowdon, Toronto. 


G. H. Wood & Co., Ltd., Toronto. 


FLOORING, RUBBER 


Armstrong Cork & Insulation Co. Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
North British Rubber Co., Ltd., Toronto. 


FORCEPS, UTILITY 
Clay-Adams Co., Inc., New York. 


FRUIT DRINKS 


Citrus Concentrates, Inc., Dunedin, Florida. 
C. W. Gibbons, Toronto. 
Shirriff’s Ltd., Toronto. 


FUMIGANTS 


Against Clothes Moths 
Hygiene Products, Ltd., Montreal. 
Merck & Co., Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


FURNACES 
Combustion Engineering Corp., Ltd., Montreal. 
Darling Bros., Ltd., Montreal. 

Iron Fireman Mfg. Co., Ltd., Toronto. 
FURNITURE, STEEL, SURGICAL AND WARD 
Metal Craft Co., Ltd., Grimsby, Ont. 

Metal Fabricators Ltd., Woodstock, Ont. 

Parkhill Bedding, Ltd., Winnipeg. 

Scanlan-Morris Co., Madison, Wis. 
FURNITURE, WOOD 

Imperial Rattan Co., Ltd., Stratford, Ont. 


GAUZE CUTTERS 
Eastman Machine Co., Buffalo, N.Y. 
W. J. Westaway, Ltd., Hamilton. 
GELATINE DESSERTS 


Cc. W. Gibbons, Toronto. 
S. Gumpert & Co. of Canada, Ltd., Toronto. 
Shirriff’s Ltd., Toronto. 


GLASSW ARE 


British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s, Ltd., Toronto. 
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Every type of Canadian Hospital 
is SAVING MONEY with 


C. E. Equipment 








Combustion Engineering Corporation Limited is 


proud to call attention to the many Canadian These Hospitals use 
Hospitals that have installed C. E. equipment. C. E. EQUIPMENT 
Actual figures showing how C. E. equipment has B. C. Provincial Mental Hospital, 
paid for itself by the saving accomplished will Essondale 


Children’s Memorial Hospital, Montreal 


be gladly submitted. 


Christie Street Hospital 

Freeport Sanatorium 

Hamilton General Hospital 

Hotel Dieu de St Valier, Chicoutimi 
Jubilee Hospital 

Metropolitan Hospital 

Montreal General Hospital 

Mount Hamilton Hospital 
Muskoka Hospital for Consumptives 
New Westminster Hospital 

Ontario Hospital, St. Thomas 
Queen Alexandria Sanatorium 

St. Lawrence Sanatorium 

St. Michael’s Hospital 


Toronto General Hospital 





Tranquille Sanatorium 


Actual installation of type E stokers in a large Vancouver General Hospital 
Ontario Hospital. ‘i 
Waterloo County House of Refuge 


C. E. EQUIPMENT INCLUDES: Wellesley Hospital 
Westminster Hospital 
@ ¢. S. U. Stokers @ Water Cooled Furnaces Weston Sanatorium 
es Type E. Stokers @ Air Preheaters Winnipeg General Hospital 
@ Chain Grate Stokers @ Powdered Fuel Women’s College Hospital 
@ Travelling Grate Stokers Equipment Woodstock General Hospital 
@ Fuel Economizers @ Oil Burning Equipment 





C. E. C. is ever ready to discuss steam production 
problems with hospital managers and their architects. 





oy 
Combustion Endineer! 


Corporation Limited 


Power Plant Lquipment 
MONTREAL, TORONTO,* WINNIPEG, VANCOUVER, 
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GLASSWARE, SURGICAL 
Canadian Laboratory Supplies Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Clay-Adams Co. Inc., New York. 


GLASS WASHERS 
Hobart Mfg. Co., Ltd., Toronto. 


GLOVES, SURGEONS’, NURSES’ 
Canadian Laboratory Supplies, Ltd., Toronto. 
Dominion Rubber Co., Ltd., Montreal. 
J. F. Hartz Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
Ingram & Bell, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 
J. Stevens & Son Co., Ltd., Toronto. 


GOWNS: PATIENTS’, OPERATING 


Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 


GRAPEFRUIT JUICE 
Citrus Concentrates, Inc., Dunedin, Florida. 


HEATERS, HOT WATER 


Combustion Engineering Corp., Ltd., Montreal. 
Darling Bros., Ltd., Montreal. 


HEATING EQUIPMENT, OIL AND POWDERED FUEL 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Combustion Engineering Corp., Ltd., Montreal. 
Darling Bros., Ltd., Montreal. 

Iron Fireman Mfg. Co. of Canada, Ltd., Toronto. 


HOT WATER BOTTLES 
Dominion Rubber Co., Ltd., Montreal. 
J. F. Hartz Co., Ltd., Toronto. 
Hygiene Products, Ltd.. Montreal. 
Ingram & Bell, Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


HOTELS 
Mount Royal Hotel, Montreal. 


ICE BAGS 
Dominion Rubber Co., Ltd., Montreal. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


ICE CREAM MIX 
The Junket Folks, Toronto. 


ICE MAKING EQUIPMENT 


Frigidaire Division, General Motors Corp., Leaside, Ont. 


Universal Coolers of Canada, Ltd., Brantford, Ont. 


IDENTIFICATION METHODS 


Linen, etc. 

Applegate Chemical Co., Chicago, Ill. 
Name Strips 

Johnson & Johnson, Ltd., Montreal. 
Woven Names 


J. & J. Cash, Inc., Belleville, Ont. 
INCUBATORS, BACTERIOLOGICAL 


Canadian Laboratory Supplies Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 


INCUBATORS, BABY 


Seanlan-Morris Co., Madison, Wis. 
Wilmot Castle Co., Rochester, N.Y. 


INDELIBLE INKS 
Applegate Chemical Co., Chicago, IIl. 


INDUCTOTHERM 
Vietor X-Ray Corp. of Canada, Ltd., Montreal. 
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INDUSTRIAL VACUUM EQUIPMENT 
Canadian Hoffman Machinery Co., Ltd., Toronto. 


INFANT FOODS 
Canada Starch Co., Ltd., Montreal. 
The Junket Folks, Toronto. 
Vi-Tone Co., Hamilton, Ont. 
A. Wander, Limited, Peterborough, Ont. 


INKS, INDELIBLE MARKING 


Applegate Chemical Co., Chicago, II. 
British & Colonial Trading Co., Ltd., Toronto. 


INSECTICIDES 


British & Colonial Trading Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 

MacCallum Mfg. Co., Toronto. 

C. C. Snowdon, Toronto. 

G. H. Wood & Co., Ltd., Toronto. 


INSTRUMENTS 


Operating 
Bard-Parker Co., Inc., Danbury, Conn. 
Casgrain & Charbonneau, Ltée., Montreal. 
Crescent Surgical Sales Co., Inc., New York. 
Down Bros., Ltd., Toronto. 
Jj. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Surgical Supplies (Canada), Ltd., Toronto. 


INSTRUMENTS, SCIENTIFIC 


Canadian Laboratory Supplies, Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Down Bros., Ltd., Toronto. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Jj. Stevens & Son Co., Ltd., Toronto. 

Surgical Supplies (Canada), Ltd., Toronto. 


INSULATING MATERIALS 
Armstrong Cork & Insulation Co., Ltd., Montreal. 
Dominion Sound Equipment, Ltd., Montreal. 


INTERCOMMUNICATING SYSTEMS 
Northern Electric Co., Ltd., Montreal. 


INTRAVENOUS ADMINISTRATION APPARATUS 
Macalaster Bicknell Co., Cambridge, Mass. 


INTRAVENOUS PREPARATION EQUIPMENT 
Macalaster-Bicknell Co., Cambridge, Mass. 


INTRAVENOUS SOLUTIONS 


Abbott Laboratories, Ltd., Montreal. 

Baxter Laboratories of Canada, Ltd., Acton, Ont. 
J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 


INTRAVENOUS STORAGE CONTAINERS 
Macalaster Bicknell Co., Cambridge, Mass. 


IODINE SOLUTION 
Canadian Industrial Alcohol Co., Ltd., Montreal. 
Gooderham & Worts, Ltd., Toronto. 


JELLY POWDERS 
C. W. Gibbons, 24 Matilda St., Toronto. 
_S. Gumpert & Co. of Canada, Ltd., Toronto. 
R. B. Hayhoe & Co., Toronto. 
Shirriff’s Limited, Toronto. 


JUNKET 
The Junket Folks, Toronto. 


KETTLES, STEAM-JACKETED 
Aga Heat (Canada) Ltd., Toronto. 
Aluminum Goods Limited, Toronto. 
General Steel Wares, Ltd., Toronto. 
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THE FENWAL 
SYSTEM | 


satisfies the widespread 
hospital demand for an 
inexpensive source of 


SAFE PARENTERAL FLUIDS 





SO SIMPLE TO OPERATE... 
that the responsibility of accurately preparing ster- 
ile solutions, in any desired quantity, can be safely 
delegated to any member of your trained personnel. 


SO INEXPENSIVE TO OPERATE... 
that the saving in expenditure for sterile solutions 
during the first year often exceeds by many times 
the total cost of supplies, maintenance and invest- 
ment in this approved and standardized apparatus. 








We invite your direct inquiry 


MACALASTER BICKNELL COMPANY 


171 Washington Street 


THE SOLUTION: O€Stee Go 


well 


AT THE INSTANT. REQUIRED 


Necessary chemicals of known purity and 
quality can be purchased at favorable 
bulk prices. 2 


Freshly distilled water can often be made 
available from equipment already on 
hand. e 


FENWAL Container-dispensers and TEL- 
O-SEAL hermetic closures can be re-used 


hundreds of times. 
@ 


Sterile solutions can be safely stored in- 
definitely and periodically checked with- 
out breaking the hermetic seal. 


PREPARATION UNITS * STORAGE 
UNITS * ADMINISTRATION UNITS 
WASHING UNITS 


In facilitating the preparation of safe hospital- 
made solutions, the FENWAL SYSTEM presents a 
major economy worthy of immediate investiga- 
tion by every budget-minded hospital executive. 


Cambridge, Massachusetts 
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A QUALITY SOAP FOR 
EVERY LAUNDRY NEED 


THESE SOAP 
PRODUCTS CAN 
HELP YOU SAVE 


monty...cer 
BETTER WASHINGS!) 





SPECIAL X SOAP FLAKES—Build your own soap formula by using 
Special X Flakes and Alkali—less expensive than ready-built soaps, yet 
assures best results for flat white work because your formula is made to 
fit your local water conditions. Special X Soap Flakes are made from 
42.5° C. titre tallow—are guaranteed to contain not less than 88% neutral 
soap. Packed in 150 Ib. bbls. and 100 Ib. bags. 

SPECIAL X POWDERED SOAP—A pulverized form of Special X 
Flakes ... containing 92% soap and 8% moisture, titre 42.5° C. Packed 
in 150 lb. bbls. and 100 Ib. bags. 

GOLDEN XXX SOAP CHIPS AND POWDERED SOAP—A 
dependable, pure, uniform soap. This product represents the latest develop- 
ment in soaps, assures better sudsibility, quicker rinsing, cleaner finished 
work and lower soap consumption. Suitable for temperatures from 100° F. 
to 160° F. Packed in 150 Ib. bbls., 50 and 100 Ib. bags. 
PHOSFOAM—A prepared soap for hot water washing of flat white work 
and fast-coloured goods—a dependable, uniform product for power laundries 
of all types. Recommended for use without additional alkali—assures work 
that is really’ white—fresh, soft, free from odour. Packed in 100 lb. bags. 
SOILOUT BREAK POWDER—The scientific pH control soap ... 
a new product developed after years of research in Colgate Laboratories. 
Dissolves quickly at intermediate temperatures and develops the required 
alkali concentration and pH to remove soil effectively without harm to 
the goods. A prime aid to good hospital washing. Packed in 50 lb. bags and 
225 Ib. bbls. 

TEXOLIVE KWIKSOLV— A low titre soap for cold water washing 
of silks, woollens and fine fabrics. The only soap available in this patented 
quick-dissolving form. Its tested formula contains Cocoanut Oil Soap for 
extra sudsing. 

TEXOLIVE SOAP—1 Ib. BARS—A neutral soap—dissolve one pound 
bar per gallon for washing painted walls, ceilings, furniture, etc. 
ELEPHANT BRAND—I Ib. and 14 lb. BARS—A pure mild soap for 
general cleaning—not hard on the hands. 

ARCTIC SYNTEX - M—This product is absolutely neutral. It will do 
everything a soap can do and in addition it prevents “lime soap” from 
forming and adhering to fabrics or any surfaces on which it is used. Ideal 
for hand washing of glassware. In 25 lb. boxes and 200 Ib. bbls. 
ARCTIC COMPOUND—“tElectric Dishwashing Powder”—Used ap- 
proximately six pounds to 30 gallons of water. Removes butter and grease 
thoroughly! Rinses easily, leaving dishes bright and without film. Packed 
in 25 Ib. cartons. 


FREE BOOK Answers Problems on 


laundering and stain removal 


Gives you complete information about the easiest and least 
expensive methods for laundering usual hospital classifications 
—tells how to remove stains caused by blood, mercurochrome, 
silver nitrate, vaseline and many other substances. 

This practical book will help you increase efficiency in your 
laundry—save you money on materials, time, labour. Write 
today for your free copy of “Power Laundry Operation and 
Stain Identification and Removal.” 


COLGATE - PALMOLIVE - PEET CO., LTD. 


MONCTON MONTREAL TORONTO WINNIPEG VANCOUVER 
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Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Sully Aluminum Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


KNIVES 


Detachable Blades 
Bard-Parker Co., Inc., Danbury, Conn. 
Crescent Surgical Sales Co. Inc., New York, N.Y. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


LABELS, WOVEN 
J. & J. Cash, Inc., Belleville. 


LABORATORY APRONS 
Dominion Rubber Co., Ltd., Montreal. 


LABORATORY EQUIPMENT AND SUPPLIES 


Canadian Pag one ad Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltd., Montreal. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Clay-Adams Co., Inc., New York. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 


LABORATORY FURNITURE 


Canadian Laboratory Supplies, Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 

Metal Fabricators, Ltd., Woodstock, Ont. 


LAUNDRY 


Blanketing, Wool 
Ayers Limited, Lachute Mills, Que. 


Equipment, All Kinds 
Beaver Laundry Machinery Co., Ltd., Toronto. 
Canadian Hoffman Machinery Co., Ltd., Toronto. 
jJ. H. Connor & Son, Ltd., Ottawa, Ont. 
D. & J. Tullis (Canada) Ltd., Montreal. 


Felt, Wool 
Ayers Limited, Lachute Mills, Que. 


Ironing Machines Only 
Canadian Ironing Machine Co., Ltd., Toronto. 


Mechanical Clothing 
Ayers Limited, Lachute Mills, Que. 
D. & J. Tullis (Canada) Ltd., Montreal. 


Starch 
Beaver Laundry Mach’y Co., Ltd., Toronto. 
Canada Starch Co., Ltd., Montreal. 
D. & J. Tullis (Canada) Ltd., Montreal. 
Supplies 
Beaver Laundry Mach’y Co., Ltd., Toronto. 
Canadian Hoffman Machinery Co., Ltd., Toronto. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
Cc. C. Snowdon, Toronto. 
D. & J. Tullis (Canada) Ltd., Montreal. 








§ Tullis Laundry Machinery 


Machines assembled in Canada. Complete machines and parts 


stocked in Montreal. 

Service at all times by our engineer in Canada, direct from 
factory. 

Full stock of laundry supplies, soap, soda, starch, knitted padding, 
duck, sheeting, blue, etc. 


D. & J. TULLIS (CANADA) LTD. 


920 GUY STREET Tel. No. Wilbank 0237 MONTREAL, QUE. 
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Canada’s Latest and Best DRYER 


Low Initial Cost and Low Operating Cost 
--- Plus High Efficiency --- Make it Ideal New 
Equipment for the 
Hospital Laundry 





HE rapid open end tumbler 
is the most efficient machine 
of its kind. Whether you 

require one or a battery of these 
dryers, you will find both the in- 
itial cost and operation § cost 
small. 


The open end tumbler is the 
easiest and quickest dryer to load 
and unload. 


The exhaust fan at the bottom 
draws the hot air down through 
the clothes as they are being 
tumbled around loosely in the 
perforated drum. Each dryer is 
equipped with a 44 H.P. motor 
to operate the exhaust fan and 
the perforated drum. 


The tumbler dryer can be equipped with an 
electric heater or a special fin coil for high pres- 
sure steam from 60 to 90 pounds or a gas heat- 


er. 


It is ideal for bath towels and mats as it takes 
out the creases and raises the pile. Blankets and 
linens are all dried effectively. 


It will pay you to get our prices. 


Manufactured in Canada by 


J. He CONNOR & SON, LIMITED 


OTTAWA, ONTARIO W ashers—E xtractors—Dryers—Ironers 
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HM Teller 


Test LIGHTS, AUTOPSY 
MADE IN CANADA = American Sterilizer Co., Erie, Pa. 


LIGHTS 
An Internal Audit of the Sterilizer’s Accuracy. a ee Co., Erie, Pa. 
— —e he Rochester, N.Y. 
own Bros., Ltd., Toronto. 
ASSURES THOROUGH J. F. Hartz Co., Lid., Toronto. 
STERILIZATION Ingram & Bell, Ltd., Toronto. 


Northern Electric Co., Ltd., Montreal. 

: ae Seanlan-Morris Co., Madison, Wisconsin. 
It is the only reagent test that indicates both the J. Stevens & Son Co., Ltd., Toronto. 
temperature (248F) and the time (20 minutes) of ae a een ee, meee. 


steam penetration through the dressings. Eliminates LIGHTS 


: os pes - : Battery Units—Portable Spotlight 
any question of post-operative infection by checking American Sterilizer Co., Erie, Pa. 
the work of the autoclave. Castle, Wilmot Co., Rochester, N.Y. 
Scanlan-Morris Co., Madison, Wis. 


THE TELLER WILL DETECT ANY DEFECT LINENS, BED 


T. Eaton Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 


Samples free f éaund Textile Products Co., Toronto. 


THE B. C. STEVENS CO., LIMITED LINEN MARKING EQUIPMENT 
Applegate Chemical Co., Chicago, IIl. 
VANCOUVER Beaver Laundry Machinery Co., Ltd., Toronto. 
(W. Hargreaves, Manager; Inventor) D. & J. Tullis (Canada) Ltd., Montreal. 
Also THE STEVENS COMPANIES wargenn oi sane 
mstrong Cork & Insulation Co., Ltd., Montreal. 
TORONTO WINNIPEG CALGARY Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 




















LOCKERS, STEEL 


APPLEGATE S | Eanes naa 
INKS& MARKERS Johnton & Johnson, Lid, Montreal 


For marking all LINENS, BLANKETS, MALT EXTRACTS 
UNIFORMS and all TOWELING. Pharmaceutical 
A. Wander, Limited, Peterborough, Ont. 
Total Marking Cost Wisk ee are 
. R. Squi ns o nada, Ltd., Toronto. 
only 3¢ ead doz. A. Wander, Limited, Peterborough, Ont. 
The most economical and effi- 
cient system ever devised. MARKING MACHINES 


The saving accomplished the 
first year, 7 sorting — alone, 
by the everlasting and instant- 
ly seen marks made with Apple- MARMALADES 

gate’s Silver Base Indelible Shirriff’s Limited. Toronto. 
Ink and this marker, more than : 5 


MARKING INKS pays for a complete installa- 


Applegate Chemical Co., Chicago, Ill. 


MASKS 
Johnson & Johnson, Ltd., Montreal. 


tion. 


APPLEGATE’S LOW COST MARKERS 


(Heat required) The only low- WAME,DEPT.DATE f= MATERNITY PADS 


iced k 
This allver base | marking Ls gl ok ad chad yo Bauer & Black, Ltd., Toronto. 
Lasts the full life of any its the operator app Johnson & Johnson, Ltd., Montreal. 

cloth fabric. ty ht iid | gud National Cellulose of Canada, Ltd., Toronto. 


XANNO UNLIMITED! MATS AND MATTING, RUBBER 


(No heat required) a 1 Dunlop Tire & Rubber, Goods Co., Ltd., Toronto. 
. metal dies last . icero g. Co., Ltd., Toronto. 
Will last many washes Jirtiaily forever. y r) p) 


longer than any other ink 
not requiring heat to set néxt supply of ink. MATTRESS COVERS 


Send for sample $20. Arrow Bedding, Ltd., Toronto. 
GATE HOSP oe Pee Corbett-Cowley, Ltd., Toronto. 
rd A MD =. Sleepmaster, Ltd., Toronto. 
ss, 
APPLEGATE CHEMICAL CO. 
5630 Harper Ave., Chicago MATTRESSES 
Arrow Bedding, Ltd., ‘Toronto. 
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In Use 24 Hours a Day For More Than Five Years-- 


ARROW 
MATTRESSES 


Show No Signs of Wear! 


That is the Record of ARROW MATTRESSES 
in many Hospitals throughout the Domin- 
ion ... It works out to less than Ic a day ... 


What are Your Costs? 


Arrow Spring Filled Hospital 
Mattresses are built to give 
you years of service and 
provide luxurious com- 
fort for your patients. 















Delivered in Sealed 
dust proof cartons 


NO. 10 
HOSPITAL 
MATTRESS 













Exclusive Arrow features incorporated 
in the mattress illustrated are: a special 
inner construction of many highly temp- 
ered coils assembled and hinged to give 
the maximum flexibility; a patented pre- 
built border having hundreds of eyelet 
ventilators that permit the passage of 
air throughout the entire length and 
breadth of the mattress; disappearing 
metal handles for convenience in han- 
dling; upholstered with quilted Sisal pads 
and generous layers of garnetted white 
cotton felt covered in heavy blue and 
white striped ticking; tape tufted, it 
constitutes a mattress of incomparable 
comfort and durability. 


ARROW BEDDING LIMITED 


Hospital Beds — Mattresses — Screens — Cribs — Bassinets — Pillows 
Special equipment to meet individual requirements 


89 - 103 NIAGARA STREET TORONTO, ONTARIO 
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4) For 
ECONOMY and SANITATION 

“A place for everything and everything in its place’”’ is 
a medical necessity—towels, sheets and all linens should 
be marked for each ward or department with CASH’S 
WOVEN NAMES. Uniforms and all wearables of 
nurses, orderlies, doctors should be identified individu- 
ally. Lost laundry, mislaid linen, wrongly used towels 
mean losses in money, in time, in sanitation, in good 
management. 

CASH’S NAMES will stop these wastes, cut replace- 
ment costs, identify instantly. They are the sanitary, 
permanent method of marking. Quickly attached with 
thread or CASH’S NO-SO CEMENT (25c a tube). 

Write and let us figure on your needs—whether 

institutional or personal. 
BU cst SS ie ... $2.50 
6 doz, .................... $2.00 3 doz $1.50 


ARE NURSES NAMELESS? 


Does the patient or the doctor have to say just | F 
















“Nurse” or can he address her by name? 
Cash’s Names in a larger size, woven on 
a wider tape, are now being attached to 
the sleeves or caps of uniforms in 
many hospitals, not only to identify tos 
nurses, but for “Superintendent”, /] 
“Assistant Supervisor’, etc. One 4, 

= 





dozen $1.00. Larger quanti- 
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ties at regular name prices. —N 
e Cup 
CASH’S 171 GRIER STREET NO-Sp 
BELLEVILLE, ONTARIO =~S 





ned 





PEDICULOSIS 


caused by head, body or crab 








lice cleared up — usually 

in one application. Cuprex 
destroys the nits as well 
as the lice. No un- 

pleasant odor — not 

sticky. Obtainable 
at all drug 


stores. 


CUPREX 


A MERCK PRODUCT 


MERCK & CO., LIMITED. : MONTREAL 
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Canadian Feather & Mattress Co. of Ottawa, Ltd., Ottawa. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Parkhill Bedding Ltd., Winnipeg. 

Sleepmaster, Ltd., Toronto. 

Vancouver Bedding, Ltd., Vancouver. 


MECHANOTHERAPY 
Massage Applicators 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Victor X-Ray Corporation of Canada, Ltd., Toronto. 
MEDICAL RECORD FORMS 
Hospital & Medical Records Co., Toronto. 


METABOLISM APPARATUS 
Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Central Scientific Co. of Canada, Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


METAL 


Rust Proof 
International Nickel Co. of Canada Ltd., Toronto. 
Thos. Firth & John Brown, Ltd., Montreal. 


METAL FURNITURE 


Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 


MILK FOODS 


The Junket Folks, Toronto. 
Vi-Tone Co., Hamilton. 
A. Wander, Ltd., Peterborough, Ont. 


| MIXING MACHINES 


General Steel Wares, Ltd., Toronto. 

Hobart Mfg. Co., Ltd., Toronto. 

Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


MOPS, COTTON 
British & Colonial Trading Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 
Hygiene Products Ltd., Montreal. 
C. C. Snowdon, Toronto. 


MORTUARY EQUIPMENT 


Frigidaire Div., General Motors Sales Corp., Leaside, Ont. 


MOTH REPELLANTS 


Merck & Co., Limited, Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


MOUTH WIPES 


Bauer & Black, Ltd., Toronto. 

Hygiene Products, Ltd., Toronto. 

Johnson & Johnson Litd., Montreal. 
National Cellulose of Canada, Ltd., Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 


MUSIC DISTRIBUTION SYSTEMS 
Northern Electric Co., Ltd., Montreal. 


NAMES, WOVEN 
J. &. J. Cash, Inc., Belleville. 


NARCOTICS 
Merck & Co., Ltd., Montreal. 


NEEDLES, HYPODERMIC 


J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Seanlan-Morris Co., Madison, Wis. 


NIPPLES, BABY BOTTLE 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 


NUTRITIONAL PRODUCTS 


Abbott Laboratories, Ltd., Montreal. 
Merck & Co., Ltd., Montreal. 


The CANADIAN HOSPITAL 


is? 





























CASGRAIN & CHARBONNEAU LTEE. 


Wholesale Druggists and Manufacturing Chemists 
—Hospital Equipment and Supplies—Surgical In- 
struments—X-Ray. Electro-Therapy and Sterilizing 
Equipment. 
28-36 ST. PAUL EAST MONTREAL 


Distributors for the following Firms: 





(Exclusive) 


WESTINGHOUSE X-RAY COMPANY Inc. 


X-Ray Equipment and Accessories of every descrip- 
tion 

Literature on request 

Lay-out plans furnished free of charge 





(Exclusive) 
BURDICK CORPORATION 


World's Largest Manufacturer or Electro-Therapy 
Equipment 
Literature on request 





(Exclusive) 
WILMOT CASTLE CO. 


Sterilizers for Hospitals and Doctors 





(Exclusive) 


DUPONT X-RAY FILM MFG. CORP. Inc. 
The DuPont X-Ray film offers many advantages 





J. SKLAR MANUFACTURING CO. 


Tompkins Rotary Compressors 





DAVIS & GECK LIGATURES 





THE HEIDBRINK COMPANY 
Kinet-o-Meter 





ORTHOPEDIC TABLES 





SPECIAL DISTRIBUTORS FOR 


MAY & BAKER (England), Fine Chemicals and 
Pharmaceuticals 





COMPLETE STOCK OF: 


Cellulose Cotton (Febrine) Absorbent Cotton 
Hospital Enamel Wares 
Hospital Gauze Gauze and Cotton Bandages 
Laboratory Supplies 
Glassware and Rubber Goods 





| 











ANNOUNCEMENT 


This New Clay-Adams Co. Inc., Cata- 
log No. 101 — SURGICAL AND 
LABORATORY INSTRUMENTS AND 
SUPPLIES . .. NOW being distributed. 
Be sure that you get your copy! 


Attractively printed in two colors 
throughout. Practically every item in 
the Catalog is carefully illustrated and 
described. 


Some of the New Items Listed .. . 


ANGLE CENTRIFUGES and ACCESSORIES 

HEMACYTOMETERS, HEMOMETERS, etc. 

LABORATORY COUNTERS for BLOOD 
COUNTING and other LABORATORY 
COUNTING 

MARGIN-FREE BLOOD SMEAR SLIDES 

SLIDE TRAYS AND CABINETS 


COVER GLASSES made of AMERICAN 
GLASS 


MUSEUM JARS 

FORCEPS 

Cacoprene and CALATEX CATHETERS, 
BOUGIES, DRAINS and TUBES 


If you have not received your copy, please write on 
your department letterhead to: 


CLAY-ADAMS © giypes @ 
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These pure, fine, 
quality Corn Syrups 
have been _ widely 
used by the medical 
profession for infant 
feeding for many 
years and have proved 
themselves to be a 
thoroughly safe and satisfactory carbohydrate. 
























They can be readily digested and do not irritate in 
the slightest degree the delicate intestinal tract of 
the infant. 

Both may be used as an adjunct to any milk formulae, 
and are readily obtainable by mothers at all grocery 
stores. 

“Crown Brand” and “Lily White’ Corn Syrups are 
produced under the most exacting of hygienic con- 
ditions by the oldest and most experienced refiners 
of corn syrups in Canada. You can recommend and 
prescribe them with complete confidence in their 
absolute purity. 


“CROWN, BRAND” 


“LILY WHITE” 
CORN SYRUPS 


Manufactured by 


The CANADA STARCH COMPANY, Limited 
Montreal and Toronto 


FOR DOCTORS ONLY 
A convenient pocket calculator, with varied infant feed- 
ing formulae employing these two famous corn syrups... - 
a scientific treatise in book form for infant feeding .. . 
and prescription pads, are available on request, also an 
interesting booklet on prenatal care. Kindly clip the coupon 
and this useful material will be jled to you i diately. 











THE CANADA STARCH CO. Limited 


Please send me Montreal 


(1 FEEDING CALCULATOR. 

[] Book "CORN SYRUPS FOR INFANT FEEDING.” 
( PRESCRIPTION PADS. 

(1) Book "THE EXPECTANT MOTHER.” 

(1 Book "DEXTROSOL.” 


Name 


Address 
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E. R. Squibb & Sons of Canada, Ltd., Toronto. 


OBSTETRICAL PHANTOMS 
Clay-Adams Co., Inc., New York. 


OBSTETRICAL TABLES 
American Sterilizer Co., Erie, Pa. 
Casgrain & Charbonneau, Ltée., Montreal. 
Metal Fabricators, Ltd., Woodstock, Ont. 
Scanlan-Morris Co., Madison, Wis. 


OFFICE SUPPLIES 
W. J. Gage & Co., Ltd., Toronto. 


OILS, BABY 
Johnson & Johnson, Ltd., Montreal. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


OILS 


Cooking and Salad 
Canada Starch Co., Ltd., Montreal. 


OIL CLOTH, TABLE AND FLOOR 


Dominion Oilcloth & Linoleum Co., Ltd., Montreal. 
T. Eaton Co., Ltd., Toronto. 


OPERATING TABLE PADS 
Dominion Rubber Co., Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 


OPERATING ROOM EQUIPMENT 
American Sterilizer Co., Erie, Pa. 
Casgrain & Charbonneau, Ltée., Montreal. 
Castle, Wilmot Co., Rochester, N. Y. 
Down Bros., Ltd., Toronto. 
j. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Scanlan-Morris Co., Madison, Wis. 
J. Stevens & Sons Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


OPHTHALMOLOGICAL INSTRUMENTS 
Down Bros., Ltd., Toronto. 


ORANGE JUICE 
Citrus Concentrates, Inc., Dunedin, Florida. 


OVENS, BAKING 
Aga Heat (Canada) Ltd., Toronto. 
Canadian General Electric Co., Ltd., Toronto. 
Esse Cooker Co. (Canada) Ltd., Montreal. 
General Steel Wares, Ltd., Toronto. 
Hall Foundry Co., Ltd., Hespeler, Ont. 
Hospital & Kitchen Equipment Ltd., Toronto. 
Moffats, Limited, Weston, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


OVENS, DRYING ELECTRIC 


Canadain Laboratory Supplies, Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 


OVERTHROWS, WOOL 

Ayers Limited, Lachute Mills, Que. 

Textile Products Co., Toronto. 
PAILS—ENAMELLED, GALVANIZED, WOODEN 


Dustbane Products, Ltd., Ottawa. 
General Steel Wares, Ltd., Toronto. 


PAINTS 
Canadian Industries Ltd., Toronto. 


PAPER GOODS 
Doilies, Tray Covers, etc. 
Dustbane Products, Ltd., Ottawa. 
E. B. Eddy Co., Ltd., Hull, Que. 
Hygiene Products Ltd., Montreal. 
Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


The CANADIAN HOSPITAL 
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Latex Cushioning are now in 
use throughout Canada. With 
its cool, porous construction, ifs 
absorption of shocks and its resilient 
response to every bodily movement, 
this modern cushioning has brought a 
new standard of relaxation and rest to 
every industrial and professional 





rk activity in which comfort is essential. 
oe Ooare efemed “Dunlopillo” Foamed Latex Cushioning is 
More ,, foamed jaxurion® made exclusively in Canada under license 
Jopillo” ” provide watre P* by Dunlop Tire & Rubber Goods 
Coshistion fF nade Co., Lid. Write in now for full 
= information. 
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"No Lick—Just Stick” 





Fast being adopted 


from coast to coast 


Write for Samples and Prices 


W. J. GAGE & CO. 


MONTREAL 


LIMITED 


TORONTO WINNIPEG 


























‘ PAPER, STATIONERY 


E. B. Eddy Co., Ltd., Hull, Que. 
W. J. Gage & Co., Ltd., Toronto. 


PAPER TOWELS—TOILET TISSUES 
Dustbane Products Ltd., Ottawa. 
E. B. Eddy Co., Ltd., Hull, Que. 
Hygiene Products Ltd., Montreal. 
National Cellulose of Canada, Ltd., Toronto. 
C. C. Snowdon, Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


PAPER, WAXED 
Victoria Paper & Twine Co., Ltd., Toronto. 


PARENTERAL SOLUTIONS 
Abbott Laboratories Limited, Montreal. 


Baxter Laboratories of Canada, Ltd., Acton, Ont. 
Ingram & Bell, Ltd., Toronto. 


PARENTERAL SOLUTION PREPARATION EQUIPMENT 
Macalaster Bicknell Co., Cambridge, Mass. 


PHANTOMS “OB” 
Clay-Adams Co., Inc., New York, N.Y. 


PHARMACEUTICAL PREPARATIONS 


Abbott Laboratories, Ltd., Montreal. 

Casgrain & Charbonneau, Ltée., Montreal. 
Ciba Co., Limited, Montreal. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Merck & Co., Ltd., Montreal. 

E. R. Squibb & Sons, of Canada, Ltd., Toronto. 


PHOTOGRAPHIC SUPPLIES 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric, Ltd., Mt. Dennis, Ont. 
Victor X-Ray Corporation of Canada, Ltd., Toronto. 


PHYSICAL THERAPY APPARATUS 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 

Ingram & Bell, Ltd., Toronto. 

Victor X-Ray Corp. of Canada, Ltd., Montreal. 


PILLOWS 


Arrow Bedding Ltd., Toronto. 

Canadian Feather & Mattress Co. of Ottawa, Ltd., Ottawa. 
Geo. H. Hees, Son & Co., Ltd., Toronto. 

Parkhill Bedding, Ltd., Winnipeg. 

Sleepmaster, Ltd., Toronto. 

Textile Products Co., Toronto. 


PLASTER OF PARIS 
Johnson & Johnson, Ltd., Montreal. 


POTATO PEELING MACHINES 


General Steel Wares, Ltd., Toronto. 
Hobart Mfg. Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


PRE-HEATERS, AIR 
Combustion Engineering Corp. Ltd., Montreal. 
Darling Bros., Ltd., Montreal. 


PUDDING POWDERS 


C. W. Gibbons, Toronto. 
S. Gumpert & Co. of Canada, Ltd., Toronto. 


PUMPS, VACUUM, ETC. 
Darling Bros., Ltd., Montreal. 


QUARTZ LAMPS 
Burke Electric & X-Ray Co., Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
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BAXTER LABORATORIES 


Pioneer Makers of 


PARENTERAL BLOOD SERUM and PLASMA 
SOLUTIONS TRANSFUSION Jes EQUIPMENT APPARATUS 


» 


pe 


1—Parenteral Solutions 
2—Blood Transfusion 


3—Serum and Plasma 
Preparation 


4—Serum and Plasma 
Infusion 


Developing from the original, funda- 
mental Baxter VACOLITER and its 
complete range of PARENTERAL SOLU- 
TIONS... Through the TRANSFUSO-VAC 
with its basic, aseptic technique for 
BLOOD TRANSFUSION ... Baxter Lab- 
oratories during 1940 has increased 
its Leadership in the field with simple, 
complete, economical and highly flex- 
Top—Centri-Vacs after cen- ible equipment for the entire cycle of 

trifuging, showing plasma SERUM and PLASMA preparation and 











separation. USE .<s 

Center—Aspirating plasma e The CENTRI-vac —developed 
into the Plasma-Vac for for plasma and serum prepara- 
infusion without break in tion and pediatric blood trans- 
asepels. fusion... 

Left—Utilizing the aspirated 2 Centrifuge equipment BS 
plasma for infusion with 2 
Gauttdead anhvohou e The 500 cc. empty PLASMA-VAC 
asepsis. for Plasma from 2 donors... 


e The PLAsMA-vAc with 250 ce. 
of normal saline solution for 
dilution and storage. 


On request, Bulletins discussing 


s PARENTERAL SOLUTIONS Asepsis with basic simplicity, conven- 

@ BLOOD TRANSFUSION ience and economy... these are the 

@ SERUM AND PLASMA PRO- sstincuishi ; isti _ 
CEDURE Grit steel bibhi ——— ee ae of Bax 
ography) ter solutions and equipment. 


BAXTER LABORATORIES OF CANADA LIMITED, ACTON, ONT. 


Sole Canadian Distributors: 


IN GIRAML & JBIEILIL 
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FRIGIDAIRE 


has built more than a 


BILLION DOLLARS 


worth of refrigeration 


equipment! 


HERE’S WHAT THIS VAST EXPERIENCE 
MEANS TO YOU! 


@ Up to 50% saving in operating cost because of 
improvements in design over old-style methods! 

®@ Up to 50% saving in shrinkage and spoilage losses 
because of better cooling and moisture conditions! 

@ Equipment factory-engineered to your needs using 
the experience of hundreds of thousands of other 
installations! 

@ Equipment installed correctly by factory-trained 
experts! 

@ Equipment that is dependable—built and backed 
by General Motors! 


Frigidaire’s wide experience in de- 
signing, making and _ installing 
refrigeration equipment will give 
you a better refrigeration system, 
costing less to operate and with 
more satisfactory results. Call in 
Frigidaire for specific advice on 
your refrigeration problems. Mail 
the coupon today! 


CAUTION! Ic isn’t genuine Frigidaire 
equipment unless it bears the Frigidaire 
Nameplate! Frigidaire products include: 
Refrigeration Equipment for food stor- 
age, ice cream and beverages, preservation 
of serums, blood, human milk, etc., mor- 
tuary cabinets, ice making, and many 
others. 


Call in the Expert 
Call in 


FRIGIDAIRE 


The Greatest Name in Refrigeration 


SIGN el 


AND MAIL 






Department K3-41 
General Motors Sales Corporation, 
LEASIDE, ONTARIO. 


Please have your representative call. 


Address 
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J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies, (Canada) Ltd., Toronto. 
Victor X-Ray Corporation of Canada, Ltd., Toronto. 


RADIO SETS 


Northern Electric Co., Ltd., Montreal. 
Stewart-Warner-Alemite Corporation of Canada Ltd., 
Belleville, Ont. 


RANGES 


Coal 


Aga Heat (Canada) Ltd., Toronto. 

Esse Cooker Co. (Canada) Ltd., Montreal. 

Hall Foundry Co., Ltd., Hespeler, Ont. 

Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


Electric 
Canadian General Electric Co., Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Moffats, Limited, Weston, Ont. 
Northern Electric Co., Ltd., Montreal. 


Gas 
General Steel Wares, Ltd., Toronto. 
Moffats, Limited, Weston, Ont. 
Wrought Iron Range Co., Ltd., Toronto. 


Heavy Duty 
Aga Heat (Canada) Ltd., Toronto. 
Canadian General Electric Co., Ltd., Toronto. 
Esse Cooker Co. (Canada) Ltd., Montreal. 
General Steel Wares, Ltd., Toronto. 








TODAY 
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Hall Foundry Co., Ltd., Hespeler, Ont. 
Moffats, Limited, Weston, Ont. 
| Wrought Iron Range Co., Ltd., Toronto. 


| REAGENT LABORATORY CHEMICALS 


Canadian Laboratory Supplies, Ltd., Toronto. 
| Central Scientific Co. of Canada, Ltd., Toronto. 
| Merck & Co., Ltd., Montreal. 
| RECORD FORMS 
Hospital & Medical Records Co., Toronto. 


REFRIGERATORS 


Blood Banks 
Frigidaire Divy., General Motors Sales Corpn., Leaside, 
Ont. 


REFRIGERATORS 


Canadian General Electric Co., Ltd., Toronto. 
Frigidaire Div., General Motors Sales Corpn., Leaside, 
Ont. 


| General Steel Wares, Ltd., Toronto. 

Moffats, Limited, Weston, Ont. 

Northern Electric Co., Ltd., Montreal. 

Universal Cooler Co. of Canada, Ltd., Brantford, Ont. 


REFRIGERATING MACHINERY 


Canadian General Electric Co., Ltd., Toronto. 
Frigidaire Div., General Motors Sales Corpn., Leaside, 
Ont. 


Northern Electric Co., Ltd., Montreal. 
Universal Cooler Co. of Canada, Ltd., Brantford, Ont. 


REPAIRS, SURGICAL INSTRUMENTS 

J. F. Hartz Co., Ltd., Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 
RINGS AND PILLOWS, RUBBER 


Dominion Rubber Co., Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 





Viceroy Mfg. Co., Ltd., Toronto. 


The CANADIAN HOSPITAL 























AGA COOKERS ARENOWUSEDINOVER |  supER HEALTH 
257, OF ALL ONTARIO HOSPITALS | © ALUMINUM 


| Practically every Hospital in Great Britain | 
and Canada uses aluminum utensils for pre- 


To Business Administrators faced with the responsibility of outing: ty tind: Sener Sth conbien 
i _ ba , 7 | quality cooking with the full retention of 
installing new kitchen equipment, Aga offers—not claims— |) valuable minerals . . . and allows it to be 


done in large quantities. Super Health com- 


but facts! Here are FIGURES that prove Aga's downright bines scientific design and trouble-free op- 
fuel—food—labor saving. For instance we guarantee that || oii pine agen ‘an amen aot | 
the model illustrated here (capable of serving 100 persons per ee ene 
meal) will not burn more than five tons of an approved grade 

of coal per year! Careful tests show that Aga's scientific 
cooking principles reduce meat shrinkage 10 to 15%. Fur- 
thermore, because Aga has no switches, elements or burners 
to wear out or repair it involves no costly maintenance. And 
remember . .. it is ready for instant use day or night at not 
one cent's extra expense. It will pay you to investigate this 
British product. Write today for free booklets. An Aga ex- 
pert will be glad to survey your kitchen without obligation. 























AGA CO L 442 - AGA HEAT (CANADA) LIMITED 
34 BLOOR ST. W., TORONTO, ONT. 
638 Dorchester St. W., Montreal—1227 Howe St., Vancouver 
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One Minute Please! 





Do you have patients 
who suffer from Al- 
lergic Disorders caused 
. : by pollens, dusts, etc? 
ZS Then you will be in- 
terested to know that 
CI-L’s “CAVALITE 
NAINSOOK” has been 
approved and recom- 
mended for use in 
the treatment of such 
cases by several, of Can- 
ada’s most eminent 
Physicians. 























All C-I-L Hospital Sheet- 
ings are manufactured 
100% in Canada. 





Write for information 


CANADIAN INDUSTRIES LIMITED 
“Fabrikoid” Division 


Halifax - Montreal - New Toronto - Winnipeg - Vancouver 


STERLING GLOVES 











Good Fit at the Fingertips, 
Palm and Wrist 


Specialists in 
Surgeons’ Gloves 
for 28 Years. 


STERLING 
RUBBER CO. 


—— LIMITED — 
GUELPH - ONTARIO 












The STERLING trade-mark on 
Rubber Goods guarantees all 
that the name implies. 
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RUBBER FLOORING 


Armstrong Cork & Insulation Co., Ltd., Montreal. 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
North British Rubber Co., Ltd., Toronto. 


ES stern Tarte nrdine ee 
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RUBBER GLOVES 


Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Dominion Rubber Co., Ltd., Montreal. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

North British Rubber Co., Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 

Jj. Stevens & Son Co., Ltd., Toronto. 


RUBBER MARKING INK 
Applegate Chemical Co., Chicago, III. 


RUBBER SHEETING 


Canadian General Rubber Co., Ltd., Galt, Ont. 
Canadian Industries, Ltd.. New Toronto, Ont. 
Dominion Rubber Co., Ltd., Montreal . 

North British Rubber Co., Ltd., Toronto. 

Stedfast Rubber Co. (Canada) Ltd., Granby, Que. 


RUBBER SUNDRIES 


Canadian General Rubber Co., Ltd., Galt, Ont. 
Casgrain & Charbonneau, Ltée., Montreal. 
Clay-Adams Co., Inc., New York. 

Davol Rubber Co., Providence, R.I. 

Dominion Rubber Co., Ltd., Montreal. 

Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
North British Rubber Co., Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 

Surgical Supplies (Canada) Ltd., Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


RUBBERIZED SHEETING 


Canadian Industries Ltd., New Toronto, Ont. 
Dominion Rubber Co., Ltd., Montreal. 
Stedfast Rubber Co. (Canada) Ltd., Granby, Que. 


RUBBERIZED SILK 


Canadian Industries Ltd., New Toronto, Ont. 
Dominion Rubber Co., Ltd., Montreal. 
Stedfast Rubber Co. (Canada) Ltd., Granby, Que. 


RUG ANCHOR 


Canadian Industries, Ltd., New Toronto, Ont. 


RUGS, TRAVELLING 
Ayers Limited, Lachute Mills, Que. 


SAFES 
J. & J. Taylor Co., Ltd., Toronto. 


SANITARY NAPKINS 


Bauer & Black, Ltd., Toronto. 

Hygiene Products, Ltd., Montreal. 

Johnson & Johnson, Ltd., Montreal. 

National Cellulose of Canada, Ltd., Toronto. 


SCISSORS 


Renewable Edge 
Bard-Parker Co., Inc., Danbury, Conn. 


SCREEN, BEDSIDE 


Arrow Bedding, Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 


The CANADIAN HOSPITAL 
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PATENTED Davol process produces an intravenous tubing 
free from tale, grit and similar particles ordinarily picked 
up by the solution and carried into the veins, conducive to 
“reaction.” The inner wall of this special tubing is smooth as glass. 
Amber, “pure gum,” handmade; supplied in lengths varying from 


10 to 12 feet. Packed approximately 


1 Ib. in box. Send the coupon 


for folder: “When Giving Intravenous Injections.” 


Approximate feet 


Davol Merchandise is distributed 


DAVOL RUBBER COMPANY, 


Approximate feet 


No. 1.D. Wall in box per Ib. No. 1.D. Wall inbox per lb. 
Me = We " 
2882 © 18” x VW 144 156 2885 © SNe = 1 Ae 48 47 
2883 © 1/8” x 3/64" 84s 
2886 O Ms Ae... 38 
2888 © Sfa2” = SGA 72 76 
2884 O sie = SIG" ........... 60 64 2887 ©) is Va 24 24 


in Canada by the wholesale Surgical Supply 


Houses through Seiberling Rubber Co., of Canada, Ltd. 


Dept. CH3, Providence, R. I. ee eae ae ere 
Gentlemen: 

You may send my complimentary Address —. e 
copy of “When Giving Intravenous 
Injections” to: a a es 











e CHINA e 

SILVERWARE 

GLASSWARE 
e 


We Specialize in Supplies for 
Hospitals, Colleges and 
Institutions 


WRITE FOR QUOTATIONS OR VISIT 
OUR SHOWROOMS 


CASSIDY’S 


LIMITED 


20-22 Front St. West, Toronto 
ALSO MONTREAL — WINNIPEG — VANCOUVER 








Hospital Food Conveyors 
THERMOSTATICALLY HEATED 


WRITE FOR ILLUSTRATED CIRCULARS 


Complete Hospital and Institutional 
Kitchen Equipment 


Made in Canada By 


WROUGHT IRON RANGE CO. 


LIMITED 
TORONTO - ONTARIO 


100 
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SCREENS, X-RAY 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 


Patterson Screen Co., Towanda, Pa. 
Victor X-Ray Corp. of Canada, Ltd., Toronto. 


SCRUBBING MACHINES 


Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
MacCallum Mfg. Co., Toronto. 

G. H. Wood & Co., Ltd., Toronto. 


SEATS, TOILET 
Viceroy Mfg. Co., Ltd., Toronto. 


SHEETS, BED 


T. Eaton Co., Ltd., Toronto. 
Textile Products Co., Toronto. 


SHEETING, FOR CASTS 
Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 


SHEETING, FABRIKOID 
Canadian Industries, Ltd., Toronto. 


SHEETING, RUBBER 


Can. G al Rubber Co., Ltd., Galt, Ont. 
Canadian Industries, Ltd., New Toronto, Ont. 
Dominion Rubber Co., Ltd., Montreal. 

Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 

North British Rubber Co., Ltd., Toronto. 

Stedfast Rubber Co. (Canada) Ltd., Granby, Ont. 


SHORT WAVE THERAPY APPARATUS 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 
Surgical Supplies (Canada) Ltd., Toronto. 
Victor X-Ray Corp. of Canada, Ltd., Toronto. 


SIGNAL SYSTEMS 


See Call Systems. 


SILVERW ARE 
Hollow and Flatware 
British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s Limited, Toronto. 


McGlashan-Clarke Co., Ltd., Niagara Falls, Ont. 


SINKS 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


SLICERS 
See Firms Listed Under Bread and Meat Slicers. 


SOAPS, LIQUID 
Dustbane Products, Ltd., Ottawa. 
j. F. Hartz Co., Ltd., Toronto. 
Huntington Laboratories of Can., Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 
Ingram & Bell, Ltd., Toronto. 
MacCallum Mfg. Co., Toronto. 
C. C. Snowdon, Toronto. 
J. Stevens & Son Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


SOAPS, -BABY 
Bauer & Black, Ltd., Toronto. 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Huntington Laboratories of Canada, Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


SOAPS, CHIP AND POWDERED 
Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 

Hygiene Products Ltd., Montreal. 
C. C. Snowdon, Toronto. 
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ANNOUNCING — 


| 
The Correct Equipment For Your 
Hospital Fracture and Emergency Room 
MADE IN CANADA SHOCKPROOF 


FLUOROSCOPIC 
FRACTURE TABLE 








DEMOUNTABLE TRACTION & ACCESSORY FRACTURE EQUIPMENT AVAILABLE 
COMPLETE WITH FLUOROSCOPIC UNIT 15 M.A. 80 K.V.P. 

SIMPLIFIED TABLE MOUNTED CONTROL 

TILT ON TABLE TOP FOR SPINAL ANAESTHETICS 

DEMOUNTABLE END SHELF FOR ANAESTHETICS 


TRANSFORMER ASSEMBLY SUSPENDED ON BALL BEARINGS FITTED WITH | 
DUAL MASTER LOCK | 


I i icecceccicrascisinnincsneaniainbabiients $950.00 


Standard Size, Fluoroscopic Screen, 12 x 16, or half size, 12 x 9, can be supplied. 


BURKE ELECTRIC & X-RAY CO., LIMITED 
TORONTO 
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IMPROVED PATIENT SERVICE 
WITH THREE TOILET SOAPS 


meet the varying needs of 
patients. Here are three 
high-quality toilet soaps 
that meet every special need 
in your hospital. 


Many hospital superintend- 
ents have found that im- 
proved patient care is cre- 
ated through the use of 
different toilet soaps—to 





PATIENTS PREFER PALMOLIVE—THE 
SOAP MADE WITH OLIVE OIL! 

oe samen 
THAT'S WHAT 


MANY OF OUR 
PATIENTS SAY! 

















| SEE YOU USE 

PALMOLIVE HERE. 
ITS THE SOAP 

WE USE AT HOME! 
















Famous Palmolive Soap ...made with Olive 
and Palm Oils...is preferred in more homes 
the world over than any other toilet soap. Its 
quick, rich lather cleanses sensitive skin so 
gently. Yet Palmolive costs no more. 





CASHMERE BOUQUET DELIGHTS EVERY 
MATERNITY PATIENT 


(" CASHMERE BOUQUET, ) rm, 










ISN'T IT? | LOVE 
ITS PERFUME! 











SS 
% a» . —_ 4 — 
The delicate, lingering perfume of Cashmere 
Bouquet Soap leaves maternity patients feeling 
dainty and refreshed many hours after bathing. 
Cashmere Bouquet is a hard-milled soap—that 
means many more washes per cake! 












A FINE FLOATING SOAP—AT AN 
ATTRACTIVE PRICE 


ILIKE THAT SOAP. 
WHAT IS IT, NURSE? 















ITS COLGATE'S ) 
FLOATING... 
WE NURSES 
LIKE IT, TOO! 













og 





2 
Sah 









Colgate’s Floating Soap is ideal for patient 
bathing. Gives rich, abundant lather in hot or 
cold water ...is gentle to the skin. Pure, white, 
it compares favorably with any floating soap— 
yet costs less than many. 


PLEASE YOUR PATIENTS, STAFF AND 
BUDGET—WITH THESE THREE SOAPS 
Supply your hospital with you the economy of large- 
Palmolive, Cashmere Bou- . volume production. Ask your 
quet and Colgate’s Floating C.P.P. man for prices on the 
Soap. These soaps meet every sizes and quantities needed. 

hospital need ... yet offer Or, write to us direct. 


COLGATE - PALMOLIVE - PEET CO., LTD. 


MONCTON MONTREAL TORONTO WINNIPEG VANCOUVER 
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SOAP DISPENSERS 


Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Can., Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 

MacCallum Mfg. Co., Toronto. 

C. C. Snowdon, Toronto. 

G. H. Wood & Co., Ltd., Toronto. 


SOAPS, TOILET 


Colgate-Palmolive-Peet Co., Ltd., Toronto. 
Dustbane Products, Ltd., Ottawa. 
G. H. Wood & Co., Ltd., Toronto. 


SOLUTION ROOM EQUIPMENT 
Macalaster-Bicknell Co., Cambridge, Mass. 


SPAGHETTI 
S. Gumpert Co. of Canada, Ltd., Toronto. 


SPIRITS, MEDICINAL 


Canadian Industrial Alcohol Co., Ltd., Montreal. 
Gooderham & Worts, Ltd., Toronto. 

j. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 


SPRINGS, WIRE BED 


Arrow Bedding, Ltd., Toronto. 

Canadian Feather & Mattress Co. of Ottawa, Ltd., Ottawa. 
T. Eaton Co., Ltd., Toronto. 

Parkhill Bedding Ltd., Winnipeg. 

Sleepmaster, Ltd., Toronto. 

Vancouver Bedding, Ltd., Vancouver. 


SPUTUM CUP REFILLS 


Hygiene Products, Ltd., Toronto. 
Victoria Paper & Twine Co., Ltd., Toronto. 


STAINLESS STEEL 
Thos. Firth & John Brown, Ltd., Montreal. 


STAINS 


Canadian Laboratory Supplies, Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Clay-Adams Co. Inc., New York. 


STAIR TREADS, RUBBER 


Dunlop Tire & Rubber Goods Co., Ltd., Toronto. 
Viceroy Mfg. Co., Ltd., Toronto. 


STEAM COOKING EQUIPMENT 
Esse Cooker Co., (Canada) Ltd., Montreal. 


STEAM SPECIALTIES 


Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Combustion Engineering Corp., Ltd., Montreal. 
Darling Bros., Ltd., Montreal. 


STEAMERS 


Aga Heat (Canada) Ltd., Toronto. 
Aluminum Goods Ltd., Toronto. 

Sully Aluminum Ltd., Toronto. 

Wrought Iron Range Co., Ltd., Toronto. 


STEREOSCOPES 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Canadian Laboratory Supplies, Ltd., Toronto. 
Ferranti Electric Ltd., Mt. Dennis, Ont. 

Victor X-Ray Corporation of Canada, Ltd., Toronto. 
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cde: BR SULLY 
| §6CAST ALUMINUM 


* For Extra Service that means 


Economical cooking 





It is practically indestructible 
in its thickness and texture. 


It retains a uniform heat for 
hours. 


It has no seams nor rivets— 
absolutely sanitary. 





Continuous savings are made in 


S p e C i Fp Y fuel costs and food shrinkage. 
Write for catalogue of Sully 
Cast Aluminum Cooking Uten- 
sils, illustrating Stock Pots, 
Roasters, Meat Pans, Steam 
Table Inserts. 


RUBBING ALCOHOL SULLY ALUMINUM 
HOSPITAL SPIRITS TORONTO MONTREAL 

















a COMPLETE LINE for the HOSPITAL 


@ CLEANING MATERIALSe WO a 


@ SANITARY SUPPLIES e@ 
@ FINNELL ELECTRIC & GUARANTEED 
QUALITY PRODUCTS 










SCRUBBING - WAXING - POLISHING MACHINES Brushes Mop Wringers 

a onan — 
d . eansers aper Towels 
anes Tae Seageiey te Chamois Sins Powders 

Deodorants Soap Chips 
Disinfectants Sponges 
Floor Dressing Sprayers 
Insecticides Sterilizing 






Linseed Soft Soap Compound 
Lig. Scrub Soap Sweeping Compound 
Lig. Toilet Soap Toilet Soap (bars) 











Lemon Polish Toilet Tissues 

Metal Polishes Whisks 

Mops (wet) Waste Receptacles 

Mops (dusting) | Wax-Paste and 
OTTAWA MONTREAL TORONTO Mop Sticks Lig. Self-Polishing 
ST. JOHN WINNIPEG VANCOUVER 
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Buy Canadian Products! 


65 skilled craftsmen on the production line! 
Above picture shows only part of our Instrument 
Section, the first and only Canadian plant de- 
voted exclusively 
to the manufac- 
ture of Surgical 
Instruments, 
Fracture appli- 
ances and modern 
Hospital Equip- 
ment. 





The latest addition 
to our Canadian 
made line — “ E m- 
pire” Sterilizing 
Equipment, fully 
automatic, latest de- 
signs. 

T.G.H. Bedwarmers 
and Cradle - Infra 
Red Lamps—Short- 
wave Machines — 
“Empire” Surgeons’ 
Blades. 


You are cordially invited to visit our factory 


which works at full speed today. 





SURGICAL SUPPLIES 


(CANADA) LIMITED 


MANUFACTURERS OF SURGICAL 
INSTRUMENTS AND EQUIPMENT 


25 DUNDAS SQUARE 
TORONTO ONTARIO 
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STERILIZERS 


Instruments, Dressing, Water, Utensils, Bedpans 
American Sterilizer Co., Erie, Pa. 
Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Castle, Wilmot Co., Rochester, N.Y. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Down Bros., Ltd., Toronto. 
Jj. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Seanlan-Morris Co., Madison, Wis. 
Surgical Supplies (Canada) Ltd., Toronto. 


STERILIZERS, BABY BOTTLE 
Ingram & Bell, Ltd., Toronto. 


STERILIZER CONTROLS 


A. W. Diack, Detroit, Mich. 

J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 

J. Stevens & Son Co., Ltd., Toronto. 


STERILIZER TABLETS 
Wilmot-Castle Co., Rochester, N.Y. 


STILLS, WATER 
American Sterilizer Co., Erie, Pa. 
Canadian Laboratory Supplies, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Castle, Wilmot Company, Rochester, N.Y. 
Central Scientific Co. of Canada, Ltd., Toronto. 
jJ. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Scanlan-Morris Co., Madison, Wis. 


STOKERS, ALL KINDS 
Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Combustion Engineering Corpn. Ltd., Montreal. 
Darling Bros., Ltd., Montreal. ‘ 
Iron Fireman Mfg. Co. of Can. Ltd., Toronto. 


STRETCHERS, WHEEL 
Down Bros., Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronte. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Seanlan-Morris Co., Madison, Wis. 


SURGICAL AND MEDICAL SUPPLY DEALERS 
Casgrain & Charbonneau, Ltée., Montreal. 
Down Bros., Ltd., Toronto. 

j. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

Jj. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


SURGICAL BLADES 
Bard-Parker Co., Inc., Danbury, Conn. 
Crescent Surgical Sales Co., Inc., New York, N.Y. 
Surgical Supplies (Canada) Ltd., Toronto. 


SURGEONS’ AND INTERNS’ CLOTHING 


Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 


SURGICAL PUMPS 
j. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


SUTURES 
Bauer & Black, Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Davis & Geck, Inc., Brooklyn, N.Y. 
Down Bros., Ltd., Toronto. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
Seanlan-Morris Co., Madison, Wis. 
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THE NEW SHIELDS 


PATENT STEAM PRESSURE STERILIZERS 
The Sterilizer of Tomorrow 


Exclusive Features 


1. The door is opened or closed and locked in a 'Jiffy"’ by means 
of this new type COLD HANDLE, which DOES NOT BURN 
YOUR HAND. 

2. No danger of improper temparature control, because the 
thermometer is set in the LOWEST AND COLDEST PART OF 
THE STERILIZING CHAMBER. 

3. An oversize safety valve which can be set to evacuate the 
steam chamber quickly. 

4. A special safety device returns the water to the generator. 

A lower and middle shelf supplied. 

6. Made to A. S. M. E. Boiler Code. 


de 





These sterilizers are made of extra heavy cold rolled copper, 
polished outside and heavily tinned inside, or monel metal. 
The steam jacket or double wall extends all around the sterilizing 
chamber excepting the front. 
| The door is like a valve seat, having a ground joint, metal to metal, 
| which is steam tight without any kind of packing. 
Internal pressure holds the door in place and it cannot be opened 
until all pressure has been removed. 
A loose shelf across the bottom of the chamber is supplied 
with BD. type. The L. H. type has an additional middle shelf. 
These sterilizers are mounted on a heavy iron pipe stand finished 
| in aluminum bronze. 
A steam generator is attached below the sterilizer which can be 
operated by either steam coil, gas, or electricity. 
| An extra he safety valve is provided and an air eduction valve, 
| a pressure gauge showing both temperature and pressure, and 
| thermometer. Type LH. 


No longer is it necessary to struggle with clamps or locking devices on the door. 
The new COLD HANDLE sterilizer is a marked improvement over former types. As 
the door opens to the left it acts as a protection from the escaping steam. 














Diam. of Door Opening 10" 12" 14" 16" 18" 
Size Number Gard 

Diameter, Approximate 17" 21" y? ig 26" 28" 
Length, Floor Space 20" 24" 28" 28" _ 

POLISHED COPPER 
Steam or Gas Heat $294.00 $396.00 $528.00 $711.00 $924.00 
Electric (110 or 220 V.) 350.00 456.00 597.00 810.00 1071.00 
MONEL METAL 

Steam or Gas Heat $363.00 $475.00 $627.00 $843.00 $1096.00 
Electric (110 or 220 V.) 414.00 531.00 699.00 942.00 1248.00 
Watts 1800 2400 3000 4200 6000 
Shipping Weight 220 lbs. 290lbs. 350lbs. 425\bs. 500 Ibs. 


Canadian Laboratory Supplies Limited 


CANADA’S LEADING LABORATORY SUPPLY HOUSE 
Headquarters in Canada for Laboratory Apparatus and Chemical Reagents 








SAINT JOHN, N.B. TORONTO 5, ONT. MONTREAL, QUE. WINNIPEG, MAN. 
108 Prince William Street The Hartz Bldg., 32 Genville St. 296 St. Paul St. West Phoenix Bldg., 388 Donald St. 
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Electric Food Conveyors 


@ Well built, of polished "Staybrite" Stainless | 
Steel and incorporating many new features that | 
ensure the utmost in service and economy. | 






We shall be glad to submit 
sketches and specifications 
for any special equipment 
or installations desired. 


REPAIR PARTS FOR ALL GEO. SPARROW EQUIPMENT 


HOSPITAL and KITCHEN | 
EQUIPMENT CO. LIMITED 





67 PORTLAND ST., TORONTO WA. 0641 
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SWEEPING COMPOUNDS 


Dustbane Products, Ltd., Ottawa. 

Huntington Laboratories of Canada, Ltd., Toronto. 
MacCallum Mfg. Co., Toronto. 

C. C. Snowdon, Toronto. 


SYRINGES, HYPODERMIC 


Canadian Laboratory Supplies, Ltd., Toronto. 
Central Scientific Co. of Canada, Ltd., Toronto. 
Down Bros., Ltd., Toronto. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 


TABLES, AUTOPSY 


American Sterilizer Co., Erie, Pa. 
Seanlan-Morris Co., Madison, Wis. 


TABLES, BEDSIDE, OVERBED 


Arrow Bedding, Ltd., Toronto. 

Arnold Banfield & Co., Toronto. 

Hospital & Kitchen Equipment Ltd., Toronto. 
Imperial Rattan Co., Ltd., Stratford, Ont. 
Ingram & Bell, Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 

Metal Fabricators Ltd., Woodstock, Ont. 
Parkhill Bedding, Ltd., Winnipeg. 
Seanlan-Morris Company, Madison, Wis. 


TABLES, COMPOSITION TOP 
Arnold Banfield & Co., Toronto. 


TABLES, DINING ROOM 


Arnold Banfield & Co., Toronto. 
Cassidy’s, Limited, Toronto. 
T. Eaton Co., Ltd., Toronto. 


TABLES, OBSTETRICAL 


American Sterilizer Co., Erie, Pa. 

Casgrain & Charbonneau, Ltée., Montreal. 
Down Bros., Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 
Metal Fabricators Ltd., Woodstock, Ont. 
Scanlan-Morris Co., Madison, Wis. 

J. Stevens & Son Co., Ltd., Toronto. 


TABLES, OPERATING 


American Sterilizer Co., Erie, Pa. 

Down Bros., Ltd., Toronto. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 
Seanlan-Morris €o., Madison, Wis. 

J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


TABLES, STEAM 


General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


TALCUM 
Bauer & Black, Ltd., Toronto. 
Johnson & Johnson, Ltd., Montreal. 
TEA 
R. B. Hayhoe & Co., Ltd., Toronto. 


TELEPHONES, INTERCOMMUNICATING 
Northern Electric Co., Ltd., Montreal. 


TEXTILES 


T. Eaton Co., Ltd., Toronto. 
Textile Products Co., Toronto. 
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SCANLAN-MORRIS STERILIZING APPARATUS 


AIDS MODERN @ 
STERILIZING 
TECHNIQUES 

















Scanlan-Morris sterilizers, typical steam heated bat- 
teries; exposed type (above ), recessed type (right). 


ACH sterilizer is accurately constructed of sub- 
stantial materials and will give years of heavy- 
duty service. Automatic devices insure convenient 
and safe sterilization. Each autoclave is regularly 
equipped with automatic heat control, automatic 
air and condensation ejector, mercury thermome- 
ter. Water sterilizers are regularly equipped with 
individual clear-vision water filters, automatic heat 
control, automatic devices for sterilizing gauge 
glasses and filtering air to sterile reservoirs. Non- 
pressure sterilizers are equipped, when specified, 
with automatic heat control and Vent-O-Stat device 
for eliminating excess steam. 











CANADIAN SALES and SERVICE REPRESENTATIVES: 
Mr. R. N. Webster, 477 Bayview Ave., TORONTO, ONT. 
The J. F. Hartz Co., Ltd.. TORONTO and MONTREAL 
Fisher and Burpe, Ltd... WINNIPEG and VANCOUVER 


SCANLAN-MORRIS COMPANY 


Hospital Equipment and Sterilizing Apparatus 


MADISON, WISCONSIN 


(©) 3.3957. 4p 87-0210) .7- WO) 20a 
Surgical Lights 
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Surgical Sutures 











Onliwon Toilet Tissue 
is very generally pre- 
ferred in office and fac- 
tory buildings, hotels, hospitals 
and other institutions where a 
high quality tissue must be pro- 
vided at the lowest cost. It is 
soft, and is protected from dust 
by the original Onliwon Cabinet. 
The latter can be refilled when 
half empty without wasting a 
sheet. The special Onliwon 
“interfold” permits only two 
sheets to be withdrawn at a 
time, thus discouraging waste and 
untidiness. 


ON LIW0O 
Towels & Tissue 


Any sanitary supply house or branch 
of the E. B. Eddy Co. Limited will be 
glad to give you full information. 


Reaceeeaec 
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THERMOMETERS, CLINICAL 


Casgrain & Charbonneau, Ltée., Montreal. 
J. F. Hartz Co., Ltd., Toronto. 

Hygiene Products, Ltd., Montreal. 

Ingram & Bell, Ltd., Toronto. 

J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


THERMOS BOTTLES, SETS 
Thermos Bottle Co., Ltd., Toronto. 


TOASTERS, ELECTRIC 


Canadian General Electric Co., Ltd., Toronto. 
Moffats, Limited, Weston, Ont. 
Northern Electric Co., Ltd., Montreal. 


TOILET SEATS 
Viceroy Mfg. Co., Ltd., Toronto. 


TOWELS, PAPER 


Dustbane Products, Ltd., Ottawa, Ont. 

E. B. Eddy Co., Ltd., Hull, Que. 

Hygiene Products, Ltd., Toronto. 

C. C. Snowdon, Toronto. 

Victoria Paper & Twine Co., Ltd., Toronto. 


TOWELS AND TOWELLING 


T. Eaton Co., Ltd., Toronto. 
Textile Products Co., Toronto. 


TRAYS 


Aluminum Goods Limited, Toronto. 

Arnold Banfield & Co., Toronto. 

British & Colonial Trading Co., Ltd., Toronto. 
Cassidy’s, Ltd., Toronto. 

General Steel Wares, Ltd., Toronto. 

Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Thermos Bottle Co., Ltd., Toronto. 

Metal Craft Co., Ltd., Grimsby, Ont. 

Wrought Iron Range Co., Ltd., Toronto. 


TRAY COVERS 


Victoria Paper & Twine Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


TRUCKS 


Canadian Fairbanks-Morse Co., Ltd., Montreal. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Metal Fabricators Ltd., Woodstock, Ont. 

Wrought Iron Range Co., Ltd., Toronto. 


| TRUCKS, FOOD 


General Steel Wares, Ltd., Toronto. 

Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Metal Craft Co., Ltd., Grimsby, Ont. 

Wrought Iron Range Co., Ltd., Toronto. 


TRUSSES 


Dominion Rubber Co., Ltd., Montreal. 
J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


TUBING 


Davol Rubber Co., Providence, R.I. 

Dominion Rubber Co., Ltd., Montreal. 

North British Rubber Co., Ltd., Toronto. 
Seiberling Rubber Co. of Canada, Ltd., Toronto. 
Sterling Rubber Co., Ltd., Guelph, Ont. 


TUMBLER COVERS 


Hygiene Products, Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 
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Dn Active Service! 
al 100 
ames (NETAL CRAFT 


~FOOD C OnVEYORS 
“MILITARY HOSPITALS 







Largest order 


of its kind. 


METAL CRAFT Quchty 


Here is the New Metal Craft electric Food Conveyor designed especially for the 
Canadian Army Medical Corps . . . One look tells you that Metal Craft quality 
workmanship is the finest available . . . every feature has been carefully engineered 
for utmost utility and thorough efficiency .. . 100 of these have been ordered to 
serve hot meals in military hospitals from coast to coast! 


METAL CRAFT SERVES THE FINEST WITH THE BEST 


YOUR hospital needs these modern electrically heated food conveyors. Write for new illus- 
trated Catalog, specifications and prices. 
&. 


THE METAL CRAFT CO. LIMITED Serwe by Saving 
GRIMSBY _ ONTARIO BUY WAR SAVINGS CERTIFICATES 

















Guard 
Valuable 
Records and 


Effects 


The menace of fire threatens all 
important books, papers, and in- 
struments. Theft of drugs and 
radium, or loss of patients’ ef- 
fects, are other risks demanding 
the service of a safe. We have 
the right model for each purpose. 
Call or write us. 





J.6cJ. TAYLOR cvimiteo 
ToronTO SAFE works 
145 Front St. E., Toronto 





ELgin 7283 
MONTREAL WINNIPEG VANCOUVER 
| MA. 7291 27-881 TR.5932 
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Efficient Cleaning Equipment 
and Supplies... 


Call or write “MacCallum” regarding 
your cleaning and sanitary requirements 
of all kinds. 

Many years of experience in 
this field enable us to serve you 
satisfactorily. 

Floor Waxes, Sweeping Com- 
pound, Liquid Soaps, Clean- 
ing Paste, Floor Soaps, 
Detergents and Cleansers, 












Fly Sprays, Insecticides, “The 

and other products for Quiet 

Hospital use. Polimore”’ 
Many hospitals meets every 

brighten their walls — 

with our Deluxe Paes oe 

Wall Washing 

Machines. Ask 

for a_ free 

demonstra- 

tion. 


MacCallum Mfg. Co. 


2 PRIMROSE AVE., TORONTO, ONT. 
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ULTRAVIOLET EQUIPMENT 
Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 
Victor X-Ray Corpn. of Canada, Ltd., Montreal. 


UNIFORMS, NURSES’, ETC. 


Bland & Co., Ltd., Montreal. 
Corbett-Cowley, Ltd., Toronto. 


URNS 
Canadian General Electric Co., Ltd., Toronto. 
Cassidy’s, Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


UTENSILS, KITCHEN 
Aga Heat (Canada) Ltd., Toronto. 
Aluminum s Limited, Toronto. 
Arnold Banfield & Co., Toronto. 
Canadian General Electric Co., Ltd., Toronto. 
Cassidy’s, Ltd., Toronto. 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Sully Aluminum Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


UTENSILS, SURGICAL 


Down Bros., Ltd., Toronto. 

General Steel Wares, Ltd., Toronto. 

J. F. Hartz Co., Ltd., Toronto. 

Ingram & Bell, Ltd., Toronto. 

J. Stevens & Son Co., Ltd., Toronto. 
Surgical Supplies (Canada) Ltd., Toronto. 


VACUUM BOTTLES 
Thermos Bottle Co., Ltd., Toronto. 


V APORIZERS 


J. F. Hartz Co., Ltd., Toronto. 
Ingram & Bell, Ltd., Toronto. 


VAULTS 
J. & J. Taylor Co., Ltd., Toronto. 


VENETIAN BLINDS 
Geo. H. Hees, Son & Co., Ltd., Toronto. 


WALL WASHING COMPOUNDS 
Dustbane Products, Ltd., Ottawa. 
Hygiene Products Ltd., Montreal. 
MacCallum Mfg. Co., Toronto. 

C. C. Snowdon, Toronto. 
G. H. Wood & Co., Ltd., Toronto. 


WALL WASHING MACHINES 
MacCallum Mfg. Co., Toronto. 


WARMERS, DISH AND FOOD 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 


WASTE RECEPTACLES 
Cassidy’s, Limited, Toronto. 
Dustbane Products, Ltd., Ottawa. 
General Steel Wares, Ltd., Toronto. 
Hygiene Products, Ltd., Montreal. 
G. H. Wood & Co., Ltd., Toronto. 


WATER COOLERS 
General Steel Wares, Ltd., Toronto. 
Hospital & Kitchen Equipment Co., Ltd., Toronto. 
G. H. Wood & Co., Ltd., Toronto. 
Wrought Iron Range Co., Ltd., Toronto. 
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PROBATIONERS’ 
Uniforms, Aprons, Bibs, Collars and Cuffs, Etc. 


IN ANY STYLE AND MATERIAL, DESIGNED AND MADE TO SUIT THE REQUIREMENTS 
PRESCRIBED BY ANY SUPERINTENDENT OF TRAINING 







Samples and quotations gladly forwarded on request. 


NURSES’ CAPES 





















Best Quality Navy Blue 
Cheviot, Lined with 
Military Scarlet Flannel. 


On Hospital pur- 









chases, we allow a 










Stocked in even Bust 
Sizes, 34 to 40, Length 
38 inches. For Capes in 


special discount 








where twenty capes or 





lengths exceeding 38 more are ordered at 







inches (measured from 





one time. Particulars 
neck line, down back) 


add 50c. per inch. 





sent on request. 





Price $10.50 each 


SALES TAX INCLUDED. 









Hand-worked Gold Letters supplied at 15c. per Letter. 
Cape sent prepaid only when Money Order accompanies your order. 


Write for our Hospital Apparel Catalogue and Price List. 
Every garment unconditionally guaranteed, as to both workmanship and material. 


CORBE TT- ‘COWLEY 
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NON-SKID VICTORINE PINE 
FLOOR VARNISH 4! HOSPITAL SOAP 


» 
> 
j LUSTRO , 
Self-Polishing Liquid Wax 


> 
o for LINOLEUM and VARNISHED FLOORS 
WATERPROOF - SLIP PROOF 


No Rubbing - High Lustre 
Quick Drying 
. Protects the surface. 


DISINFECTANTS 


LIQUID and SOLID 
INSECTICIDES 


SURGICAL SOAP 


A complete line of Sanitary Products and Equipment 


Cc. C. SNOWDON 


(Established 1908) 
AN ALL CANADIAN HOUSE 
1364 Bloor St. West, TORONTO, ONT. 


Branches: 
Calgary—Vancouver—Edmonton—W innipeg—Saskatoon—Regina 





eee 


First in Quality 


NORTH BRITISH. 


HOSPITAL SUPPLIES 











e@ Hospital Sheeting 

@ X-Ray Gloves 

@ Drainage Sheets 

® Radio Therapy Material 


S 
The 


NORTH BRITISH RUBBER CO. LTD. 
Head Office and Factory, Edinburgh, Scotland 


Canadian Branch: 
284 King St., West, Toronto 




















112 














“BUYERS DIRECTORY ~ )) 





iC = THE 





WATER RECTIFIERS 
W. J. Westaway Co., Ltd., Hamilton, Ont. 


WAX, FLOOR 


Dustbane Products, Ltd., Ottawa, Ont. 

Huntington Laboratories of Canada, Ltd., Toronto. 
Hygiene Products Ltd., Montreal. 

S. C. Johnson & Son, Ltd., Brantford, Ont. 
MacCallum Mfg. Co., Toronto. 

C. C. Snowdon, Toronto. 

G. H. Wood & Co., Ltd., Toronto. 


W EATHERSTRIPS 


T. Eaton Co., Ltd., Toronto. 
Geo. H. Hees, Son & Co., Ltd., Toronto. 


WINDOW SHADES 


T. Eaton Co., Ltd., Toronto. 
Geo. H. Hees, Son & Co., Ltd., Toronto. 


WINDOW SHADE MATERIAL, WASHABLE 
Canadian Industries, Ltd., New Toronto, Ont. 


WOVEN NAMES 
J. & J. Cash Inc., Belleville, Ont. 


X-RAY APPARATUS 


Burke Electric & X-Ray Co., Ltd., Toronto. 

Casgrain & Charbonneau, Ltée., Montreal. 

Ferranti Electric, Ltd., Mt. Dennis, Ont. 

Victor X-Ray Corporation of Canada, Ltd., Montreal. 


X-RAY CHEMICAL SPECIALTIES 


Abbott Laboratories, Ltd., Montreal. 
Merck & Co., Ltd., Montreal. 


X-RAY FILMS 


Burke Electric & X-Ray Co., Ltd., Toronto. 

Canadian Industries, Ltd., Montreal. 

Casgrain & Charbonneau, Ltée., Montreal. 

Ferranti Electric, Ltd., Mt. Dennis, Ont. 

Victor X-Ray Corporation of Canada, Ltd., Montreal. 


X-RAY FILM CABINETS 


Burke Electric & X-Ray Co., Ltd., Toronto. 

Ferranti Electric, Ltd., Mt. Dennis, Ont. 

J. & J. Taylor, Ltd., Toronto. 

Victor X-Ray Corporation of Canada, Ltd., Montreal. 


X-RAY FLUOROSCOPE SCREENS 


Burke Electric & X-Ray Co., Ltd., Toronto. 

Casgrain & Charbonneau, Ltée., Montreal. 

Ferranti Electric, Ltd., Mt. Dennis, Ont. 

Patterson Screen Co., Towanda, Pa. 

Victor X-Ray Corporation of Canada, Ltd., Montwreal| | 


X-RAY GLOVES AND APRONS 


Ferranti Electric, Ltd., Mt. Dennis, Ont. 
North British Rubber Co., Ltd., Toronto. 
Victor X-Ray Cenperetion of Canada, Ltd., eT 


X-RAY PHOTOGRAPHIC EQUIPMENT AND SUPPLIES 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Ferranti Electric, Ltd., Mt. Dennis, Ont. 
Victor X-Ray Corporation of Canada, Ltd., Montreal. 


X-RAY TUBES 


Burke Electric & X-Ray Co., Ltd., Toronto. 
Casgrain & Charbonneau, Ltée., Montreal. 

Ferranti Electric Ltd., Mt. Dennis, Ont. 

Victor X-Ray Corporation of Canada, Ltd., Montreal. 
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APPROVED! 
FOR NATIONAL DEFENCE 


HE hospitals of the army, the navy, and the air 
force must all possess completely equipped 
x-ray departments, arranged to provide a maxi- 
mum of flexibility and to give complete diagnostic 
facilities. After a careful examination of the 
x-ray units available for this type of work, the 
Department of Munitions and Supply has chosen, 
for most of their requirements across Canada, 
the Ferranti SR-100 EBRF Diagnostic unit with its 


all Canadian-Made power unit. This diagnostic 
unit has all of the desirable features for military 
work. It is rugged — compact — flexible — sim- 
ple — and as fool-proof as it is possible to make a 
unit of this type. Great reserve capacity is also 
an important feature for this class of work. Mili- 
tary usage is necessarily severe and we are proud 
to be able to say of Ferranti X-Ray Units, “They 
can take it." 


CONSERVE FOREIGN EXCHANGE — BUY CANADIAN 


HYDRO APPROVED CANADIAN MADE EQUIPMENT 


FERRANTE ELECTRIC LID. 


X-RAY DIVISION 


MONTREAL TORONTO 


MARCH, 1941 


TORONTO 9, ONTARIO 


WINNIPEG VANCOUVER 











Index of Aduertisers 
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Abbott Laboratories, Limited 
Aga Heat (Canada) Limited 
American Can Company 
American Sterilizer Company 
Applegate Chemical Company 
Arrow Bedding Limited 
Ayers, Limited 























Bard-Parker Company, Inc. 
Bauer & Black, Limited 
Baxter Laboratories of Canada, Limited ccm 
Beaver Laundry Machinery Co., Limited 

Berkel Products Co., Limited 
Bland & Co., Limited 
British & Colonial Trading Co., Limited 
Burke Electric & X-Ray Co., Limited 

















Canada Starch Co., Limited 
Can. Feather & Mattress Co. of Ottawa, Limited 
Canadian Hoffman Machinery Co., Limited ........... 
Canadian Industrial Alcohol Co., Limited csccnnnnnnen 
Canadian Industries, Limited 
Canadian Laboratory Supplies, Limited ecccnmnnssnnenenes 
Casgrain & Charbonneau, Limited 
Cash, J. & J. Inc. 
Cassidy's Limited 
Castle, Wilmot Company 
Central Scientific Co., of Canada, Limited ncecceccscsmnuer 
Christie, Brown & Co., Limited 
Ciba Company, Limited 
Citrus Concentrates, Inc. 
Clay-Adams Company, Inc. 
Coca-Cola Co., of Canada, Limited 
Colgate-Palmolive-Peet Co., Limited 
Combustion Engineering Corporation, Limited cece 
Connor, J. H. & Son, Limited 
Corbett-Cowley, Limited 









































Darling Bros. Limited 
Darnell Corporation of Canada, Limited ccscnnmumnnnne 
Davis & Geck, Inc. 
Davol Rubber Company 
Diack, A. W. 
Dunlop Tire & Rubber Goods Co., Limited 
Dustbane Products, Limited 




















Eaton, T. Co., Limited 
Eddy, E. B. Co., Limited 


Faultless Caster Corporation 
Ferranti Electric Limited 
Firth, Thos. & John Brown, Limited 
Frigidaire Div. General Motors Sales Corp. rcmsumnnmm 


Gage, W. J. & Co., Limited 
General Electric X-Ray Corporation 
General Steel Wares, Limited 
Gibbons, C. W. 


























Gooderham & Worts, Limited 
Gumpert, S. & Co., of Canada, Limited 





Hartz, J. F. Co., Limited 
Hayhoe, R. B. & Co., Limited 
Hees, Geo. H. Son & Co., Limited 
Hobart Manufacturing Co., Limited 
Hospital & Kitchen Equipment Co., Limited 
Huntington Laboratories of Canada, Limited 
Hygiene Products, Limited 














Imperial Rattan Co., Limited 
Ingram & Bell, Limited 
International Nickel Co., of Canada, Limited 
Johnson & Johnson, Limited 
Johnson, S. C. & Son, Limited 


Lysol (Canada) Limited 

















Macalaster-Bicknell Company 
MacCallum Manufacturing Company 
Macmillan Co., of Canada, Limited 
Merck & Co., Limited 
Metal Craft Co., Limited 

Metal Fabricators, Limited 
Moffat's Limited Ill Cover 


National Cash Register Co., of Canada, Limited 
National Cellulose of Canada, Limited cesses 
North British Rubber Co., Limited 


Parkhill Bedding, Limited 
Pyrene Manufacturing Co., of Canada, Limited ocean 


























Scanlan-Morris Company 
Seiberling Rubber Co., of Canada, Limited 
Shirriff's Limited 
Sleepmaster Limited 
Snowdon, C. C. 
Squibb, E. R. & Sons of Canada, Limited cece ‘ 
Stedfast Rubber Co., (Camada) Limited cneccmeenmmnmemme bs 
Sterling Rubber Co., Limited 
Stevens, J. & Son Co., Limited 
Stewart-Warner-Alemite Corp., of Canada, Limited eeeonu 67 
Sully Aluminum, Limited 103 
Surgical Supplies (Canada) Limited neemsuunnmnmnnnnnae 104 


Taylor, J. & J. Limited 110 
Tullis, D. & J. (Canada) Limited 86 





























Universal Coolers of Canada, Limited ccc sensu Tt 


Vancouver Bedding, Limited 10 
Viceroy Manufacturing Co. Limited rceeeumnmmnsaes . 68-69 
Victoria Paper & Twine Co., Limited 16 
Victor X-Ray Corp., of Canada, Limited cams 3 


Westaway, W. J. Co., Limited 76, 81 
Wilmot Castle Company 9 
Wood, G. H. & Co., Limited 11-14 
Wrought Iron Range Co., Limited 100 
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